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Preface 


After ten years of classroom experience with this book, we have 
discovered numerous opportunities to improve it by condensing certain 
parts, expanding others, and adding a considerable amount of new 
material. 

We recognized that the first edition provided inadequate (coverage of 
the hydrologic problems found in semiarid regions and areas where 
snow melt plays a vital part in establishing the stream-flow character- 
istics. Therefore, we added two new chapters — “Semiarid Regions” 
by F. G. Christian and W. J. Parsons, Jr., of the Sacramento, California 
office of the U. S. Army Engineers, and “Snow” by W. T. Wilson of the 
U. S. Weather Bureau. Wc wish to express our very sincere appreciation 
to these men for their contributions. 

We have made many other changes, of which unciuestionably the 
most important is the introduction of a new procedure for applying the 
unit hydrograph principle to determine the maximum flood that may 
be anticipated on any given stream with any stated rare frequency. 
We believe that in due time this method will entirely supplant the 
direct application of probability methods to stream-flow records, a 
system which has often proved to be misleading. 

C. 0. WiSLER 
E. F. Brater 

July /, 1969 

Ann Arbor t Michigan 
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Preface 

to the First Edition 


Hydrology is one of the newest of the natural sciences. As a result of 
intensive researches, new theories have been advanc^ed during the past 
twenty years that have almost completely revolutionized our previous 
concepts of the subject and have accordingly {changed many of our 
techniques. Although scores of articles in current literature have re- 
corded these new developments, no single volume has appeared during 
all this time that has served to correlate them and bind them together 
into a cohesive unit. Therefore, nearly ten years ago, Dr. Robert E. 
Horton and the authors undertook this task. First as a result of World 
War II and then because of the untimely death of Dr. Horton, the 
preparation of the manuscript was delayed. Another factor contribut- 
ing to its delay was the rapid accumulation of new data and new concepts 
that have caused the science to be in a state of flux. In fact, before the 
final chapter was finished some of the earlier ones had to be rewritten. 

When Professor H. W. King first offered a course in hydrology at the 
University of Michigan in 1912 it was more or less an experiment. No 
textbook and but few references were then available. As a matter of 
fact, at that time hydrology was not generally recognized as a science. 
Nevertheless, the need for knowledge in this field was so apparent that 
the course was a success from the beginning and has been continued 
ever since. Because of the ever-increasing demands made upon our 
water resources, this subject becomes of greater and greater importance 
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in the fields of civil engineering, forestry, agriculture, and allied sciences. 
Indeed, no important hydraulic structure and no utilization of our water 
resources can be properly planned without a thorough knowledge of this 
subject. Surely the time is not far distant when every college and 
university will include in its curriculum a course in hydrology. 

Because of the evolution through which this science has passed since 
the earlier books on the subject were published, the authors have had 
practically no guideposts to follow. Perhaps not everyone will agree 
with the order of presentation that has been followed herein. Although 
it is hoped that the book will be valuable to all who are interested in 
hydrology, it is primarily intended to fill the need for a textbook for 
college and university use. It is therefore expected that many of its 
readers will not have had previous contact with this subject. Inasmuch 
as the central theme is stream flow, its fluctuations and the causes thereof, 
it was considered desirable first to acquaint the student with the char- 
acteristics and peculiarities of the hydrograph and with the nature and 
diversity of the problems connected therewith. It is believed that after 
he has been presented with this general preview of what is in store for 
him he will better appreciate the need for a knowledge of precipitation, 
evaporation, infiltration, and related subjects which might otherwise 
be of but little interest to him. 

The authors are deeply indebted to Mr. John G. Ferris for his splendid 
cooperation in writing the chapter on ground water. They also wish 
to express their gratitude to W. W. Horner, S. W. Jens, Professor M. L. 
Albertson, Dr. C. R. Hursh, LeRoy K. Sherman, Walter T. Wilson, 
and Don M. Corbett for the assistance that was so generously given. 

C. O. WiSLER 

E. F. Brater 

April 19Ji9 
Ann Arbor, Mich. 
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Introduction 


Water constitutes one of our most valuable natural resources. With- 
out it no form of life is possible. It not only supplies both the animal 
and vegetable kingdoms with daily sustenance but also provides high- 
ways of transportation, is a source of power, and serves many other 
useful purposes. At times, however, through the medium of storms and 
floods, this normally helpful servant becomes temporarily transformed 
into a most destructive agent, laying waste valuable property, taking 
a heavy toll of life, and eroding and carrying to the sea millions of tons 
of rich and fertile soil. 

As the population of the earth increases, the demands upon this 
vital resource are becoming ever more severe. Already there are areas 
where water is being used at a rate which is near the maximum avail- 
able supply. As urban centers develop in our river valleys, the 
destructive effects of floods grow more and more devastating. It is, 
therefore, becoming increasingly important that we strive to gain a 
better understanding of the occurrence and behavior of the waters of 
the earth. 

Hydrology Defined 

Hydrology is the science that deals with the processes governing the 
devletion and replenishme nt of the water resources of the land areas of 
the earth. It is concerned with the transportation of water through the 
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air, over the ground surface, and through the strata of the earth. It 
is the science that treats of the various phases of the hydrologic cycle. 
A knowledge of hydrology is of basic importance in practically all 
problems that involve the use and supply of water for any purpose 
whatsoever. Therefore, hydrology is of value not only in the field 
of engineering but also in forestry, agriculture, and other branches of 
natural science. 

Following are some typical questions that the hydrologist is called 
upon to answer. 

Is the flow of this stream sufficient to meet the needs of (a) a city 
or industry seeking a water supply, (b) an irrigation project, (c) a 
proposed power development, (d) navigation, (e) recreation? 

Would a storage reservoir be required in connection with any of 
the proposed uses, and if so, what should be its capacity? 

In the design of a flood-protection system, a bridge, a culvert or a 
spillway for a dam, what is the maximum flood that may be expected 
to occur with any specified frequency? 

What would be the effect of draining an upland area or a swampy 
region upon the flow of the stream from that watershed? 

How would certain changes in land use, or the removal of forests, 
affect the ground- water level or the stream flow from such an area? 

These are only a few of the many problems that the hydrologist is 
called upon to solve. They have been presented here primarily as 
illustrations of the scope of the science of hydrology. 

The Hydrologic Cycle 

In one form or another, water occurs practically everywhere, vary- 
ing in quantity from an almost unlimited supply in the oceans to 
nearly none in desert regions. It occurs in the atmosphere as water 
vapor, clouds, and precipitation. On the earth^s surface it is found 
principally in streams, in lakes, and in the oceans. Beneath the 
ground surface it occurs under various classifications, as will be ex- 
plained later. 

Although at any instant by far the largest portion of the total 
water supply is stored in the oceans, a constant circulation is taking 
place. Evaporation from the ocean^s surface is continuous. Although 
much of the moisture so evaporated condenses and falls directly on the 
ocean, a considerable portion is carried by the winds over the land areas 
where it is precipitated as rain, hail, sleet, or snow or condenses as dew 
or frost on the surfaces of vegetation and other objects. Nearly all 
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the moisture in the form of dew and frost either is evaporated directly 
or is consumed by vegetation and then transpired through the vegetal 
pores. That which falls as precipitation, however, has a much more 
varied experience. Some is re-evaporated before it reaches the earth. 
Another part is intercepted by vegetation, buildings, and other objects, 
and part of this is re-evaporated directly. Another portion runs off 
from the ground surface into the streams and is returned to the sea. 
Still another portion percolates into the ground. For this portion there 
are numerous outlets: part of it is held by capillarity at or near the 
surface and is evaporated therefrom; another part is used by vegetation 
and returned to the air through the process of transpiration; still an- 
other portion joins the ground water and slowly finds its way to the 
streams, appearing after days, months, and sometimes much longer 
periods as ground-water flow; and finally, an amount that is usually 
insignificant but in a few drainage basins is of considerable importance, 



Fig. 1. The hydrologic cycle. Read diagram counterclockwise. 
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percolates to great depths and appears after long intervals, often at far 
distant points, as springs, artesian wells, and geysers. 

Of the water that reaches the streams comprising the headwaters 
of the large drainage systems only a portion flows directly to the sea. 
The remainder is evaporated from the surface of streams and lakes 
through which the streams flow, is used and transpired by vegetation 
growing along their margins, or seeps into the ground along the water 
courses where the ground-water table is lower than the surface of the 
streams. This last portion may later return to the same channel at 
points downstream; it may through underground channels find an 
outlet in distant springs, other river channels, lakes, or the sea; it may 
be reached and utilized by deep-rooted vegetation; or, finally, it may 
join the more or less permanent ground waters, appearing perhaps 
years later as springs and geysers. 

This sequence of events, which is represented graphically in Fig. 1, 
is called the hydrologic cycle. It provides the groundwork upon which 
the science of hydrology is constructed.^^^^ 


History of Hydrology 

Hydrology is a relatively new branch of the natural sciences. 
Although in ancient ruins unmistakable evidence has been unearthed 
that advanced knowledge in many 'Of the sciences was held by man 
thousands of years ago, it appears that no such evidence of an early 
knowledge of the principles of hydrology has ever been found. In fact, 
one need not go back many years to find a time when there was 
practically no literature on the subject. It is believed that greater 
advancement has been made in the development of this science during 
the present century than was made during all previous history. 

As an illustration of the tremendous changes that have occurred in 
this science, one need but recall that it was only a few years ago when 
runoff was generally considered and expressed as a percentage of rain- 
fall. Wg now know that runoff is that_ which is left from the tot al 
rainfall after evaporation, transpiration, and various other factors have 
ty^nj heir toll; in other words, stream flow may be better exp ressed as 
rainfall min ^ losses, not rainfair times a percentage factor. In a 
similar manner, it was not long ago that engineering literature was 
replete with discussions of the use of statistical and probability methods 
for determining maximum flood flows that could be anticipated with 
any given frequency. It can now be shown conclusively IBat such 
methods often produce results that are grossly misleading when applied 
to short-term , discharge records for determining the maximum flood 
that may be expected to occur with a frequency of, say, once in a 
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thousand years. Therefore these and many other of the earlier con- 
cepts have been replaced by better and sounder theories. 

Two milestones mark this progress.. The first, the concept of the 
unit hydrograph, stands as a monument to LeRoy K. Shennan, The 
second, the theory of infiltration capacity, is one of the many contribu- 
tions of Robert E. Horton. These, along with the work of W. W. 
Horner, Merrill Bernard, and a great many others, have so changed 
our knowledge of this subject that we may refer to the present century 
and, in fact, even to the period since 1930 as representing the dawn of 
the science of hydrology. Other advances are unquestionably in the 
making, but sufficient progress has already been made so that the 
student may rest assured that this science now provides him with a 
most useful tool for determining the answer to almost any problem 
that he may encounter in this field. 

Practical Value of Hydrology 

To the beginning student of hydrology, the natural question that 
first arises is : Why are we concerned with knowing all the complicated 
relationships between precipitation and runoff? Inasmuch as it is 
easier to measure the runoff from a drainage basin than to determine 
the average precipitation on that basin, since the latter requires 
measurement at a number of places, why not measure the runoff in 
the first place and be done with it? Why bother about the precipita- 
tion? 

The difficulty of course lies in the fact that a river is not like a 
tract of land which, once surveyed, forever retains these same dimen- 
sional characteristics. Instead, the quantity of water flowing in any 
given stream varies from day to day and from year to year. It is never 
absolutely constant even for a day. Frequently the magnitude of these 
changes is slight, but occasionally it is very large. For some streams 
the maximum flow is many thousand times the minimum, but for 
others this ratio is relatively small. Likewise for any stream the 
maximum flow for any one year will bear a certain ratio to the mini- 
mum flow, but for any other year that ratio will be entirely different. 
Furthermore, for any given stream the maximum, minimum, and 
average flows for any short period, for example five years, may 
be^nd often are radically different from those for any other, similar 
period. 

Therefore, in order to determine the regimen of a stream over a 
long period of time, as must be done in the solution of a wide variety 
of engineering problems, it is necessary either to have discharge records 
covering such a long period or to have other data and a knowledge of 
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the relationship between the known data and the stream flow, so that 
the flow may be determined with a satisfactory degree of accuracy. 
Rainfall and general climatic conditions affect our daily lives more 
directly than does stream flow. This statement is true at least for the 
average layman, even though it may be questioned by the engineer. 
As a result, records of rainfall, temperature, humidity, barometric 
pressure, and the like were initiated long before stream-flow records 
were even considered. Furthermore, rainfall and general climatic 
records require but little skill and training on the part of the observer, 
whereas reliable stream-flow records demand the services of an observer 
trained in this field. 

Consequently, rainfall and climatic records are available for almost 
any drainage basin in the entire United States, oftentimes covering 
periods of fifty years and sometimes a hundred years or more. On 
the other hand, stream-flow records are comparatively few and far 
between. On only a few streams are there good, reliable records that 
are continuous for a period of fifty years or more. Many records are 
brief or intermittent and usually missing for the period for which 
they are most urgently needed. Sometimes good records are available 
on the main stream, whereas the problem at hand calls for a knowl^ge 
of the yield of a tributary far removed from the site of the available 
records, or vice versa. Often a close examination will reveal the fact 
that some of the existing records were obtained by methods or under 
circumstances that subject their accuracy and reliability to serious 
question. 

Practically never does the engineer have the experience of finding 
available all the necessary stream-flow records at the proper site on 
the stream in question. Nearly always it is necessary either to use the 
records obtained at a more or less distant point or to extend the records 
to cover a longer period. In any case, the selection of the proper pro- 
cedure is dependent upon a thorough understanding of the principles 
of hydrology. 

Increasing Importance of Hydrology 

In the early stages of the development of our country, the water 
resources did not possess the same importance that they now have, 
nor do they now play the prominent role that they seem destined to 
assume in the future. In the early daiys those resources were entirely 
adequate to meet all the needs that existed. They could be had 
merely for the asking. Water resources, seldom developed to the 
limit of their possibilities, were often utilized only to the extent of 
meeting the existing requirement. As a result, but little concern was 
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felt regarding the need for data and knowledge of the ultimate capac- 
ities of our rivers and underground sources to meet the many demands 
to which they now are and in the future will be subjected. 

With the advance of civilization and a steadily increasing popula- 
tion, rivalry and competition for the use and control of our water 
resources have developed and are becoming more and more intense. 
Iqjl m pion ee r days that use w as restricted to logging ^J |ghing, na viga- 
tion , and smalj commercial power plants where the power was used in 
saw mi lls, flour mills, an d small factories. Seldom was any attempt 
made to utilize all the power that was available at any site. How 
different is the picture today! Ngw, nearly all water-power plants 
are hydroelectric and are inst alled ri^ht up to the limit of economic 
'feasibility — in fact, many contain installations that are well beyond 
that limit. Storage reservoirs are in demand whereby the flood waters 
may be cons^ve^and utilize d durmg periods of low flbw^ For the' 
BendSt and protection of wildlife, however, the recreational interests 
insist that those reservoirs be maintained as nearly as possible at a 
constant level, a point which is at variance with power, 4pod control, 
and navigation interests. 

A n increasing number of municipalities and industries are obtaining 
their w ater supplies from rivers. Their need for a supply that is as 
free a^ possible from contamination is in direct conflict with the 
interests of other cities and in dustries , l oc a te 4 .: ups tream,, that__wish, to. 
d ^harge their sewage anxL industrial wastes into that same river. 
Where the rainfall during the growing season is insufficient to meet the 
needs of vegetation, the withdrawal of water from the streams for 
irrigation purposes is in conflict with almost all other needs. 

A careful examination of the manner in which each different utiliza- 
tion of our water resources affects the availability of those same 
waters for other purposes reveals the fact that each different use may 
be in conflict with most of the others. Although it is true that occa- 
sionally two uses may be found that on the surface appear to operate 
in harmony, more often than not that harmony will be found to be 
more apparent than real. As an illustration, the storage of flood waters 
in reservoirs to supplement the low flows for power development, irri- 
gation, water supply, or other purposes appears to be in perfect accord 
with flood prevention. Upon second thought, however, we realize that 
storage for any of the former purposes demands that the reservoir be 
kept filled as much of the time as possible so that the water will be 
available when needed, whereas for flood prevention the reservoir should 
be emptied as quickly as practicable so that its capacity for storage 
will be available when the next flood arrives. 
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JFurt^hfimnorfi, thfijea mpetition for our water regQ urgfi&Js. jcertain „ to 
. bficome .inflLfe.jaid^ keen in the years to come . This increase will 
occur not only amolig the various types of uses that now exist but 
among the new uses that will develop. For instance^ the fact is now 
well established that f arm irri g^ion is profitable not only in the 
western part of the United States, to which area this practice was 
long confined, but also in the Midwest and even in certain sections 
of the East. When this idea becomes fully realized, a new impetus 
will be given to the demands for water in those areas. 

Likewise the field of air conditioning is only in its infancy at the 
present time. This practice is almost certain to undergo a tremendous 
growth. Inasmuch as some of the methods of air conditioning require 
large amounts of water, usually obtained from underground supplies, 
serious problems are almost certain to be created. With the_ advent 
of other unforeseen devel opments of similar nature and with a steadily 
increasing congestion of po pulation, the con^el^ion for ouiT^ater 
resourc es is ce rtain to increase as time goes on. 

In tiie adjustment of These conflicts and for the proper solution of 
the many problems arising in connection with them, complete data 
on our water resources and a full understanding of the principles of 
hydrology become a vital necessity. 

Need for New Lows 

To meet the new conditions and the ever-expanding demands, new 
laws will have to be enacted. Although literally deluged with a 
superfluity of legislation governing most of our daily activities, by 
way of strange contrast we are left almost entirely in the dark on the 
important question of our rights in connection with our natural water 
resources. At least that is the situation in most of the states. For 
example, in Michigan there are only a few legislative enactments 
relating to matters such as fish ladders in dams and the right of the 
public to fish in waters in which fish have been planted at public 
expense, a law restricting the pollution of streams, and a few others. 
All other matters are governed by judicial decree, and these decisions 
are frequently conflicting. In general, they find root in the old com- 
mon law of England and are based upon priority of use, a doctrine 
which under present conditions is woefully inadequate. On such an 
important point as the extent and limitations of the right of the public 
and the riparian owner on any stream, one will search in vain for a 
clean-cut definition either by legislative act or by court decree. Those 
acts and decrees frequently contain references to ^^navigable^^ and 
“nonnavigable” waters, to ^‘the water^s edge,^* to ^The low-water mark^^ 
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and “the high-water mark/’ etc., but specific definitions of these terms 
are glaringly absent. 

A few states, principally in the West, have good up-to-date laws 
regulating the use of our water resources, but in most states a com- 
plete new water code is urgently needed. In the preparation of that 
code, the hydrologist should take an important part, for only he fully 
understands the proper solution of the many intricate problems that 
are arising and will continue to arise with increasing frequency in 
connection with the use and control of our natural water resources. 

Basic Data 

The most serious obstacle that always confronts the engineer in his 
study of problems dealing with stream flow is invariably the lack of 
data. These data include the following: 

1. Stream-flow records. 

2. Precipitation records. 

3. Topographic maps. 

4. Ground-water data. 

5. Evaporation and transpiration data. 

6. Data on the quality of the available supply. 

It may be observed that these data can be divided into two general 
classifications. The first class includes records of variable factors 
showing the variations in either quantity or quality of the supply 
from time to time. Stream-flow and precipitation records are of this 
type. The other class includes data of a more or less permanent 
character, such as for instance topographic maps of the drainage 
basin. To obtain the first kind requires a long period of time, and, 
other things being equal, the value of the records increases directly 
with the length of period covered. On the other hand, the value of the 
other class of data has no relation whatever to the length of time 
required for collection. It would be possible, for instance, to obtain 
the topography of an entire drainage basin in a month or even less 
with a sufficiently large staff, but not even an army of the most highly 
trained engineers could determine the regimen of a stream in so short 
a time. 

Throughout the entire United States, the federal government main- 
tains about 2900 stream-gaging stations. A number of other stations 
are maintained by private agencies, but the records obtained are not 
always available to the public. Large areas oftentimes covering 
important drainage basins can be found that are almost without any 
discharge records. On many others the records are so short and inter- 
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mittent as to be of little value. It is conservative to say that few, 
if any, government expenditures are more urgently needed or yield 
greater dividends than money for stream-flow records. 

The U. S. Weather Bureau is at present maintaining about 12,000 
precipitation stations throughout the country. Some additional records 
are being obtained by the Forest Service, the Soil Conservation Service, 
and a few other agencies. Throughout the entire United States the 
average distance between adjacent precipitation stations is between 
20 and 30 miles. Taking into consideration the large differences in 
rainfall that are often shown by the records of any individual storm 
at two stations less than 20 miles apart, it at once becomes apparent 
that, with the present number of precipitation stations in operation, 
it is impossible to determine to a satisfactory degree of accuracy the 
amount of precipitation that falls on any drainage basin during one 
of the more intense storms. For the more general storms of less 
intensity but covering large areas, the present records may provide a 
satisfactory basis for such determination, but unquestionably there 
are many intense storms covering relatively small areas that fall 
between stations and are unrecorded. This fact constitutes one of the 
serious obstacles in the path of those who attempt to determine the 
relationship between precipitation and runoff. Consequently a great 
many additional precipitation stations, judiciously located, are needed. 

Furthermore, of the above total number of precipitation stations 
now being maintained by the Weather Bureau, only about 3500 have 
recording rain gages. For many hydrologic studies, continuous records 
showing the varying intensities of rainfall are essential. The number 
of recording stations should therefore be increased as rapidly as 
possible. 

Topographic maps and also soil and geologic maps provide a most 
valuable aid in the study of problems relating to stream flow and 
ground-water supply. From them data may be obtained on the 
character of the terrain, rock outcrops, area of basin, length of stream 
channel, stream density, and a vast amount of other valuable infor- 
mation. The U. S. Geological Survey is engaged in making a topo- 
graphic map of the entire United States. At present that work is only 
about half completed. The map is published in sections, each section 
being about 16% inches by 20 inches and usually covering either 
15 minutes or 30 minutes of latitude and the same amount of longi- 
tude, although either larger or smaller scales are sometimes used 
depending upon the importance and nature of the terrain covered. 
This work is carried on by the Survey in cooperation with the indi- 
vidual states. The progress in any state, therefore, depends upon the 
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extent of the cooperation accorded. In about ten states, most of them 
in the eastern part of the country, the work is completed; in the 
remainder, varying degrees of progress have been made, and in many 
states the areas covered are so scattered that the available maps are 
of but little value in hydrologic studies. 

Most of the data that have been collected on evaporation, transpira- 
tion, and ground water have resulted from investigations conducted 
by the U. S. Weather Bureau, the U. S. Geological Survey, the Bureau 
of Plant Industry, the Bureau of Soils, the Forest Service, the U. S. 
Corps of Engineers, and other government agencies. Valuable contri- 
butions have been made by various universities, scientific organizations, 
and private individuals. An enormous amount of further investigation 
and study is needed along these lines, however, before these data can 
be properly correlated and used in the solution of hydrologic problems. 

The collection of these basic data is primarily a governmental 
function. No private individual or organization can be expected to 
finance and carry on the long, laborious, and expensive observations 
and experiments that are required for their collection. Especially is 
this true inasmuch as these data are used for the benefit of the general 
public. In view of the vast current government expenditures, it is 
unfortunate that the federal departments in charge of the important 
function of collecting these basic data continually find themselves 
seriously handicapped through lack of funds so that their work is 
either curtailed or completely stopped, thus greatly reducing the final 
value of the results. 

Sources of Hydrologic Data 

Many types of hydrologic data arc collected and published by 
agencies of the federal government. Other data are collected by such 
organizations as the Tennessee Valley Authority, the Miami Con- 
servancy District, and agencies of state governments. It is frequently 
possible to obtain valuable information from the engineering staffs of 
municipalities or power companies, from consulting engineering firms, 
and sometimes from amateur observers. More detailed information 
than that which is published may often be obtained from the organiza- 
tion that made the observations. 

A complete description of information available from federal 
agencies is given in ^Trincipal Federal Sources of Hydrologic Data,^^ 
Technical Paper 10, Water Resources Committee of the National 
Resources Planning Board. Another useful general reference is 
^Tnventory of Unpublished Hydrologic Data,^^ U. S. Geological Survey 
Water-Supply Paper 837. 
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In the following list are given some of the more important sources 
of hydrologic data. 

Precipitation 

Climatological Data, U. S. Weather Bureau (hourly). 

Hydrologic Bidletin, Daily and Hourly Precipitation, U. S. Weather Bureau 
and U. S. Corps of Engineers. (These bulletins may be found at regional 
offices located in Albany, N. Y.; Macon, Ga.; Chicago, 111.; Cincinnati, Ohio; 
Kansas City, Mo.; Fort Worth, Tex.; Albuquerque, N. Mex.; Portland, Oreg.; 
and San Francisco, Calif.) 

“Storm Rainfall of Eastern United States," Tech. Reports, Part V, Miami 
Conservancy District. (Intense storms.) 

Storm Rainfall in the United States, U. S. Corps of Engineers. (Intense 
storms.) 

“Rainfall Frequency-Intensity Data," U. S. Department of Agriculture 
Misc. Pub. 204. 

Other sources of information on precipitation are the Tennessee Valley 
Authority, the U. S. Soil Conservation Service, and the U. S. Forest Service. 

Stream Flow 

U. S. Geological Survey Water-Supply Papers. 

Stream-flow data are also obtained by the U. S. Corps of Engineers, the 
Tennessee Valley Authority, the U. S. Forest Service, and the U. S. Soil 
Conservation Service. 

Evaporation from Water Surfaces; Temperature; Wind Velocity; 
Humidity 

Climatological Data, U. S. Weather Bureau. 

Information may also be obtained from the U. S. Bureau of Reclamation, 
the U. S. Soil Conservation Service, the U. S. Forest Service, and the Tennessee 
Valley Authority. 

Ground Water 

U. S. Geological Survey Water-Supply Papers. 

Ground-w^ater records are also obtained by many state agencies, the IT. S. 
Corps of Engineers, the Tennessee Valley Authority, the U. S. Soil Conser- 
vation Service, and the U. S. Forest Service. 


Opportunities for Research 

Here is a field in which the opportunities for research are almost 
unlimited. There are so many factors that affect stream flow, precipi- 
tation, and their interrelationship, that to prepare a complete list of all 
the subjects that are in need of investigation would be a long and 
difficult task. However, the vast extent of the work that remains to 
be done in this field should deter no one from engaging in it. Although 
the main problem taken in its entirety is much too large for any one 
person to solve singlehanded, it naturally divides itself into a large 



INTRODUCTION 


13 


number of smaller fields, any one of which provides abundant oppor- 
tunity for research. Just as tiny raindrops slowly wear away the rock, 
so also will small contributions toward our general store of knowledge 
on these subsidiary questions eventually build up a chain of evidence 
that will solve the many current problems in the field of hydrology. 

Hydrologic Failures 

It is an unfortunate trait of human nature that all professions alike 
hesitate to advertise their failures. Notable successes are broadcast 
for all the world to hear, but failures are spoken of only in muffied 
tones. Professional pride and ethics are the principal reasons for this 
situation. It is nevertheless true that a full knowledge of the failures 
and their causes provides some of the most valuable information 
that can possibly serve to guide the engineer or other professional 
practitioner. 

No attempt will be made here to present a list of the almost count- 
less failures that have resulted from a faulty understanding of the 
principles of hydrology. The history of hydraulic structures is literally 
filled with examples of such failures. Beyond question a very large 
majority, perhaps over 90 per cent, of all failures of hydraulic struc- 
tures are directly due to hydrologic reasons rather than to structural 
weaknesses. This may be due in part to the fact that the principles 
of structural design have been more completely formulated and have 
been better understood, but it is also due in part to the fact that a 
greater safety factor is used in structural work than will ever be 
permissible in hydrologic computations. In the former, a factor of 3 
or 4 is not uncommon, whereas in the latter case the requirements of 
economic design do not permit such high factors of safety. 

Examples of hydrologic failures include the failure of dams resulting 
from inadequate spillway capacity, causing overtopping and erosion 
of embankments; the economic failure of water-power developments, 
storage reservoirs, and water-supply systems resulting from an over- 
estimate of the available supply; the failure of a sewerage or drainage 
system to function as planned due to the occurrence of more intense 
storms than were anticipated; the failure of highway and railway 
bridges and culverts resulting from inadequate waterway openings; 
and so on for every type of hydraulic structure. At this point, it 
should, however, be explained that structures are usually designed to 
accommodate the maximum flood ever expected, only if failure of the 
structure would result in great human suffering, loss of life, or tre- 
mendous property damage. In other cases, the problem is purely 
economic. The question is simply one of determining to what extent 
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expenditures are justifiable from an economic viewpoint. In other 
words, it may oftentimes be true that the best-designed structure would 
have insufficient capacity for the very largest floods, whereas a struc- 
ture having adequate capacity would be poorly designed from an 
economic point of view. 

It is not uncommon to hear a learned judge, in rendering a decision 
in a case involving damages resulting from an unprecedented flood 
or other unusual natural phenomenon, refer to such occurrence as “an 
act of God.^’ Such expressions are often misleading. It would be 
equally appropriate to refer in the same way to every rainfall or to 
every wind that blows. Every natural phenomenon springs from 
natural causes and occurs in exact obedience to definite natural laws. 
When those laws are once fully understood it will in all probability 
become possible to predict the occurrence of storms, floods, and all 
other natural phenomena far in advance and with a high degree of 
accuracy. 
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The Hydrograph 


In order to obtain a full appreciation of the importance of such 
basic phases of hydrology as precipitation, evaporation, transpiration, 
infiltration, and soil moisture, any student of the subject should have 
as a prerequisite at least some knowledge of the factors that influence 
and determine the ever- varying rate at which water is supplied to our 
streams. Inasmuch as the hydrograph is the result of the runoff 
process and portrays the characteristics of the flow of a stream, it will 
be used to illustrate the subject matter of this chapter. 

The hydrograph of a stream is a graphical representation of its 
fluctuations in flow arranged in chronological order. Discharge, usu- 
ally expressed as cubic feet per second (cfs or sec ft) or as cubic feet 
per second per square mile (esm), is plotted vertically, and time is 
plotted horizontally. 

Terms and Units 

Although slightly different shades of meaning are sometimes given 
to these terms by various writers, throughout this book the terms 
stream flow, runoff, discharge, and yield of drainage basin are used 
almost synonymously. However, yield is usually considered in terms 
of total volume per year or as average flow for long periods of time, 
whereas these other terms ordinarily are applied to instantaneous rates 
or to average rates for shorter periods. Attention is here called to 
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the fact that runoff is by no means the same as surface runoff. Runoff 
includes all the water flowing in the stream channel past any given 
section, whereas surface runoff includes only the water that reaches 
the stream channel without first percolating down to the water table. 
The units in which these quantities are expressed are always volume 
per unit of time. Many different units of volume and time are used, 
however. The following are the most common: 

1. Cubic feet per second (cfs). 

2. Cubic feet per second per square mile (csm). 

3. Acre feet per day, month, or year. 

4. Inches depth on drainage basin per day, month, or year. 

5. Million gallons per day (mgd) . 

The first two of these terms are self-explanatory. An acre foot per 
day is the rate of flow of that stream which, if it discharges into a 
reservoir having an area of 1 acre, will fill it to a depth of 1 ft in 

1 day. It is, therefore, a rate of 43,560 cu ft per day. Since there 
are 86,400 sec in a day, for most practical purposes it is sufficiently 
accurate to consider a cubic foot per second as being equivalent to 

2 acre feet per day. 

Rainfall is usually expressed as inches depth on the drainage basin. 
For comparison, it is convenient to express runoff in the same units. 
If we let Ta represent the number of days in the period during which 
Q is the average discharge in cubic feet per second, then 86,400rdQ 
is the total runoff in cubic feet. Also if we let A represent the area in 
square miles from which Q is the runoff, then 6280^^ is the total area 
in square feet, and the depth in inches is 

^ 86, 400rdQ X 12 
52802 ^ 

In some branches of engineering the commonly used unit of discharge 
is a million gallons per day. For this conversion 

cfs X 7.48 X 86,400 , 

Ifloojoo 

Hence, 

1 mgd = 1.547 cfs 

Sources of Runoff 

The water flowing in a stream may have found its way into the 
stream channel ftom one or more of several different sources, namely : 

1. Precipitation falling directly on the surface of the stream and 
its tributaries. 

2. Surface runoff, that is, water that falls as precipitation on the 
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ground surface and finds its way into the stream channel without 
infiltrating into the soil and percolating down to the water table. 

3. Ground-water flow or water that had its origin in precipitation 
but infiltrated into the soil, joined the ground water, and then, after 
days, weeks, or even much longer periods, found its way through the 
soil into the stream. 

In the above classification, the second source should, for certain 
areas, be divided into (1) water that flows directly over the ground 
surface and (2) water that infiltrates and then percolates, usually 
through a thin layer of loosely textured surface soil, until it encounters 
a relatively impervious substratum, after which a part of it may 
continue its downward journey, whereas the remainder moves laterally 
toward the stream channel and never penetrates to the water table. 
This latter quantity will be called subsurface storm flow. It behaves 
more nearly like surface runoff than like ground-water flow because 
it reaches the stream so quickly that it is usually difficult to distin- 
guish it from true surface runoff. On the other hand, ground-water 
flow is oftentimes long delayed before it reaches the stream. For this 
reason, subsurface storm flow will, throughout this book, be treated 
as though it were a part of surface runoff. 

For streams draining most basins except those having a large 
percentage of lake area such as the St. Lawrence, the first of these 
sources, direct precipitation, provides a relatively small portion of the 
total flow. Even in such exceptional areas as above noted, the evap- 
oration from those water surfaces may nearly or more than balance 
the precipitation on them. This factor will therefore be ignored in 
the present discussion. 

Except for some glacier-fed streams or streams with a large amount 
of lake storage, surface runoff from drainage basins whose area does 
not exceed a few thousand square miles is intermittent, occurring only 
during or immediately following periods of precipitation or of the 
melting of accumulated snow and ice. It provides the vast bulk of the 
water that produces floods. Drainage basins that are so pervious as 
to permit little or no surface runoff are seldom if ever subject to 
disastrous floods. 

The Runoff Process 

When rain starts falling on a more or less pervious area, there is an 
initial period during which (1) the rainfall is intercepted by buildings, 
trees, shrubs, grasses, or other objects and thus prevented from 
reaching the ground; (2) it infiltrates into the ground; or (3) it finds 
its way to innumerable small and large depressions, filling them to 
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their overflow level. The first of these quantities, 7,^ is termed rainfall 
interception. Although not usually of major importance, it is often- 
times the means of disposal of the greater portion of the lighter rains. 
The second quantity is called infiltration, F. The maximum rate at 
which a soil, when in a given condition, can absorb water is its 
infiltration capacity, /. The last quantity is termed depression stor- 
age, Sd. All this storage is either evaporated or used by vegetation, 
or it infiltrates into the soil — none of it appears as surface runoff. 
The difference between the total rainfall, P, and that which is inter- 
cepted is called ground rainfall, Pg. 

If, after the depression storage is filled, the rain intensity exceeds 
the infiltration capacity of the soil, the difference is called rainfall 
excess, p^ or supply. Hence Pe^ p f» This excess first accumu- 
lates on the ground as surface detention, D, and then flows overland 
toward the stream channels. This movement is called overland flow, 
and the water that thus reaches the stream channels is surface runoff. 
Surface runoff can occur only as a result of storms having a rainfall 
excess. All water contained at any instant within the permanent 
stream channels is called channel storage. Sc. Surface runoff is said 
to be occurring at the basin outlet throughout the entire period of 
passage of water that reached the stream channels through overland 
flow. 

The rain that falls in the beginning of a storm before the depression 
storage is completely filled is called the initial rain, and that falling 
near the end at a rate less than infiltration capacity is called residual 
rain. The intervening period is the net supply interval. Infiltration 
occurring after the end of the net supply interval is called residual 
infiltration. It consists of residual rainfall plus that portion of the 
surface detention which is on the ground at the end of the net supply 
interval but later infiltrates. The total rainfall excess is equal to the 
total surface runoff plus the difference between the residual infiltration 
and the residual rainfall. However, because the latter quantity is 
usually small, the rainfall excess is often considered to be equal to the 
surface runoff. 

Soli Moisture and Ground Wafer 

Beneath the surface of most drainage basins whose overburden 
extends to any considerable depth is a water table below which the 

^Throughout this discussion capital letters, with or without subscripts, are 
used to designate quantities, whereas lower-case letters symbolize rates. Both 
quantities and rates are usually expressed in terms of inches depth on the 
basin. 
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voids are completely filled with water. Only the water that is below 
the water table is called ground water; that which is above is called 
soil moisture. The region above the water table is divided into three 
zones: (1) capillary zone, (2) intermediate zone, and (3) soil zone. 
Extending above the water table a distance usually ranging from about 
1 ft to 8 or 10 ft, depending principally upon texture, is a zone called 
the capillary fringe throughout which the moisture content is main- 
tained practically constant by capillarity. Extending down from the 
ground surface is the soil zone^ which is defined as being the depth of 
overburden that is penetrated by the roots of vegetation. Throughout 
this zone the moisture content varies tremendously, ranging from a 
partly saturated state during and immediately following periods of 
protracted rainfall to a minimum content after a long-continued 
drought. 

The region between the capillary fringe and the soil zone is called 
the intermediate zone. Throughout this zone, except during the 
period of ground-water accretion from rainfall, the amount of water 
contained within any given space is nearly constant year in and 
year out. In some places the capillary fringe extends up into the 
soil zone, and where this occurs there is, of course, no intermediate 
zone. 

Soon after a rain when all the gravity water has drained down to 
the water table, a certain amount of water is retained on the surfaces 
of the soil grains by molecular attraction. This is called pellicular 
water. The maximum depth of this water (if it were spread over the 
basin) that any soil can retain indefinitely against the action of 
gravity is called its field capacity. That portion of the pellicular 
water that is easily abstracted by the root action of vegetation is 
called available moisture; the remainder is unavailable moisture and 
by some writers has been termed hygroscopic water. The depth of 
water required to bring the soil moisture content up to field capacity 
is called the field moisture deficiency. During a rain any existing 
deficiency occurring at a given point must first be supplied before 
there can be any ground-water accretion. However, because of the 
varying amounts of soil moisture deficiency and the varying rates of 
replenishment at different points in a drainage basin, it is not at all 
uncommon for ground-water accretion to be occurring throughout 
certain portions of the basin although soil moisture deficiencies still 
exist in the remainder. 

The water-table normally slopes more or less gently toward its 
outlet which may be a stream, a lake, or the sea. The movement of 
ground water is usually extremely slow. Its velocity depends prin- 
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cipally upon the gradient of the water table and the texture of the soil. 
Since that gradient is affected but little by ground-water accretion, the 
velocity itself varies only to a minor extent, and, as a result, the 
fluctuations in the ground-water contributions to stream flow are 
usually slow. Hence streams which drain pervious areas and which 
are dependent largely upon ground water for their supply are relatively 
steady in their yield. The Manistee River near Grayling, Michigan 
(see Fig. 5), is a good example of a stream of this type. 

Ground^Water Depletion Curves 

When there is no surface runoff from rainfall or melting snow, the 
stream flow is derived entirely from ground water. This results in a 
steady lowering of the water table and a constantly diminishing stream 
flow until a rain occurs of sufficient magnitude to produce either surface 
runoff or ground-water accretion. If the ground-water level were at 
its maximum height at the end of a period of surface runoff and no 
further precipitation should occur until stream flow ceased entirely, 
the resulting hydrograph during this period would represent a ground- 
water depletion curve. In a region of moderate or high precipitation, 
rarely if ever is there a rainless period of sufficient duration to permit 
the continuous development of a complete depletion curve. However, 
such a curve can usually be constructed from a number of segments 
of hydrographs each connecting successive periods of surface runoff. 
In Fig. 2 is shown a depletion curve for Iowa River at Iowa City as 
derived by Horton.* 

The hydrograph of the Lualaba River (Fig. 3) in the Belgian Congo 
presents a striking example of a ground-water depletion curve. This 
is a tropical stream with extensive ground-water storage, almost no 
surface storage, and marked seasonal rainfall with light or no rainfall 
in the months of May to September inclusive. During this period 
there is a uniform depletion or recession curve, representing outflow 
from ground-water storage, whereas during the remainder of the year 
the rainfall is relatively heavy and surface runoff predominates. In 
Fig. 4 are shown depletion curves of Lualaba River for the years 1921 
to 1926 inclusive. These are plotted so as to coincide when the flow 
is 3600 cfs. It will be noted that from then on until the fall rains set 
in several months later, the curves are remarkably similar. 

The shape of the ground-water depletion curve is influenced by the 
rate of transpiration, soil evaporation and evaporation from the con- 
tributing water areas. Diurnal variations may be observed during 

2 Robert E. Horton^ Surface Runoff Phenomena, Edwards Brothers, Inc,, 
Ann Arbor, Michigan, 1935, p. 43. 
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ng. 4 . Annual depletion curves for Lualaba River at N’Zilo. 


warm summer days as illustrated by Fig. 83. It has also been observed 
that at the end of the growing season, after a killing frost, the ground- 
water depletion curve will continue for some time at a constant rate 
due to the cessation of the transpiration draft. In some instances the 
hydrograph may even rise slightly, under such conditions. 

Variability of Stream Flow 

In Fig. 5 are shown hydrographs of two streams draining basins of 
nearly the same size, both in central Michigan, less than a hundred 
miles apart, and for the same two consecutive years. Graphs Ai and 
A 2 are for the Salt River near North Bradley which has a drainage 
area of 138 square miles. Graphs Bi and B 2 are for the Manistee 
River near Grayling with a drainage basin of 159 square miles. 

In Table 1 are listed some of the characteristics of flow that 
are illustrated by these four hydrographs for two years, chosen 
at random. 

This example clearly illustrates the tremendous differences that 
often exist between the various characteristics of two streams draining 
areas of nearly the same size and located only a short distance apart; 
it also shows the great variations in flow that may occur from day to 
day and from year to year on the same stream. For instance, the 
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TABLE 1 


Salt River 

Manistee River 

1948 1949 

1948 1949 


Max. 24-hr average, CSM 

39.8 

7.3 

1.77 

1.63 

Min. 24-hr average, CSM 

0.033 

0.025 

0.94 

0.94 

Mean for the year, CSM 

0.605 

0.312 

1.12 

1.08 

Ratio, max. to min. 

1206. 

292. 

1.88 

1.73 

Ratio, max. (^48) to max. ('49) 

5.50 

1.09 

Ratio, min. ('48) to min. (’49) 

1.32 

1.00 

Ratio, mean ('48) to mean ('49) 

1.94 

1.04 


maximum flow of the Salt River in 1948 was over 1200 times as great 
as the minimum, whereas, for the Manistee River this ratio was less 
than two. Also, the variation in the several characteristics for these 
two consecutive years ranged from 32 per cent to 450 per cent for the 
Salt River, whereas the corresponding variations for the Manistee 
River were only zero to 9 per cent. 

Countless other examples could be cited that would show the great 
differences in the flow characteristics of different streams and in the 
flow of any stream from time to time, some of which would be even 
more striking than those above. Furthermore the regimen of a stream 
varies greatly from point to point along its length, depending on the 
inflow from the intervening area, so that records of flow obtained at 
one point may have but little value in determining the regimen at 
some other point. 

Because of the variability of stream flow, a minimum of about 
twenty years of discharge records may be considered necessary to 
determine the general nature of the regimen of a stream at any point. 
Seldom are sufficient records available where needed. More commonly, 
stream flow must be estimated by relying upon a short period of 
records and a knowledge of the fundamental laws of hydrology. Even 
with 20 years of records available on a particular stream, unusually 
large discharges or very low flows can only be predicted by making 
use of the fundamental principles of hydrology. Despite the erratic 
behavior of the hydrographs shown in Fig. 5, every rise and recession 
shown thereon occurred in strict conformity with those principles. 
Many of the chariicteristics of these hydrographs could have been 
predicted with only a knowledge of the physical nature of their drain- 
age basins. For instance, the flashy discharge of the Salt River, with 
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its high spring floods and its low late summer flows in marked contrast 
to the unusually steady and high normal flow of the Manistee River 
could definitely have been known in advance. 

Classification of Streams 

All streams may be divided into three general classes, each having 
a characteristic type of runoff depending upon the physical character- 
istics and climatic conditions of the drainage basin, namely: (1) 
ephemeral, (2) intermittent, (3) perennial. 

Ephemeral streams carry only surface runoff and hence flow only 
during and immediately after periods of precipitation or the melting 
of accumulated snow. They have no permanent or well-defined 
channels but follow slight depressions in the natural contour of the 
ground surface. The drainage basin is either impervious or the 
ground-water table is always below the bed of the ephemeral stream 
throughout its entire length; otherwise at times the flow would be 
sustained by ground water. 

Intermittent streams, in general, flow during wet seasons and are 
dry during dry seasons. The ground-water table lies above the bed 
of the stream during the wet season but drops below the bed during 
dry seasons. Hence the flow is derived principally from surface runoff 
but during wet seasons receives a contribution from ground water. 
However, in the arid southwestern part of the United States there are 
many drainage basins, some having large areas, in which the stream 
channels are always above the water table and therefore carry only 
surface runoff. At times these basins are subjected to brief but 
intense rainfalls. Following such storms, gulches that are normally 
dry may carry raging torrents for brief periods, only to return to their 
dry state a few hours later. Another type of intermittent stream is 
sometimes found in northern latitudes where in the winter the flow is 
interrupted by the freezing of the ground water to some depth below 
the stream bed. This phenomenon usually occurs only in the smaller 
streams. 

Perennial streams flow at all times. In such streams, even during 
the most severe droughts, the ground-water table never drops below 
the bed of the stream and therefore maintains a continuous supply. 

It should be understood that the above classification applies only to 
a section or reach of a stream and ordinarily not to the entire drainage 
system. Perhaps only streams that have springs as their origin, or are 
fed by melting glaciers, are perennial throughout their entire length, 
and few if any of importance are intermittent in their lower reaches. 
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StrMm Rises and Floods 

Surface runoff invariably produces a stream rise but does not neces- 
sarily cause a flood, the difference being in magnitude only. It is 
impossible to differentiate rigidly between these two phenomena or to 
say that one particular stream rise is a flood and that another nearly 
as great is not a flood. A flood is commonly defined as being an 
unusually or abnormally high stage of the river. It is sometimes 
further described as being a stage so high as to overflow the banks and 
inundate the adjacent lands. Although it is true that the latter 
condition usually accompanies floods, it is not an essential charac- 
teristic, for, if it were, streams flowing through deep ravines, gorges, 
or canyons would never be subject to floods. However, streams are 
commonly recognized as being in flood when their stage is unusually 
high. Increases in flow of a lesser magnitude, such as normally occur 
many times each year, are called stream rises. 

Classification of Stream Rises 

The effect that a storm has upon the subsequent stream flow depends 
both upon the nature of the storm and upon the physical characteristics 
of the drainage basin. The following classification of stream rises, 
summarized in Fig. 6, is patterned after one originally presented by 
Horton.® 

Type 0 is so designated because nothing happens as far as the stream is 
concerned. For this type the rain intensity is less than the infiltration 
capacity. There is, therefore, no surface runoff. The total infiltration is less 
than the field moisture deficiency and there is therefore no accretion to ground 
water. The normal depletion curve continues its downward course uninter- 
rupted. There is therefore no rise in the stream. These phenomena are 
characteristic of light rains occurring during generally dry weather, particu- 
larly after long droughts when the soil has the maximum infiltration capacity 
and large field moisture deficiency. Type 0 is, however, something more than 
a gesture since soil moisture accretion takes place. Soil moisture accretion 
effects are cumulative and the occurrence of conditions of Type 0 may hasten 
the time when a real rise in the stream will occur. It should be noted that it 
is impossible to have a pure Type 0 rain because of the rain which falls 
directly on the surface of the stream. In some cases this may be sufficient in 
magnitude to make a noticeable rise in the hydrograph. 

Type 1. Again the rain intensity is less than the infiltration capacity and 
no surface runoff occurs. The total infiltration (F) is greater than the field 
moisture deficiency (FMD) and some ground-water accretion takes place, 
accompanied either by an increase in ground-water flow or a slowing down of 
the ^ound-water depletion rate. Included in this type of stream rise is the 
precipitation falling directly on the stream. On some drainage basins there 

* /bid., pp. 46 and 47. 
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rig. 6. Classification of stream rises. (Surface runoff is cross-sectioned.) After 
Horton. 


may also be some subsurface storm flow (see page 17) included in the 
hydrograph. Type 1 rises may be so small that they appear to be observa- 
tional errors. They are typical effects of light rain in the spring and of some- 
what heavier rain of low intensity in the summer and fall. 

Three different cases occur under Type 1. In each case accretion to the 
water table takes place during the interval denoted by mn. Normal ground- 
water depletion interrupted at m is resumed at n, while n' shows the corre- 
sponding stage had there been no ground-water accretion. In case (a) the 
rate of accretion is less than the rate of normal ground-water depletion. The 
depletion therefore continues but at a reduced rate. In case (6) the accretion 
and depletion rates are equal and the ground-water flow rate remains constant 
for a time. In case (c) the rate of ground- water accretion exceeds the rate 
of normal depletion and there is a rise of the water table and an increase in 
the ground-water outflow rate. 

Type 2. Here the rain intensity exceeds the infiltration capacity and 
surface runoff occurs, but the total infiltration is less than the initial field 
moisture deficiency, and there is no accretion to the ground-water and hence 
no change in ground- water flow. The normal depletion continues during the 
rise, and the ground-water regimen is resumed at n. The stream falls after 
the rise to a lower stage than pertained when the rise began. This is a 
growing season or midsummer type and commonly occurs when the field 
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moisture deficiency is large enough so that the field moisture capacity is not 
fully restored by infiltration. Such rises are typical of the effect of short, 
intense showers of the thunderstorm type. 

Type 3. Again the rain intensity exceeds the infiltration capacity and 
surface runoff (Qg) occurs. In this type of rise, the total infiltration exceeds 
the field moisture deficiency and accretion to the water table takes place. 
The point n at which the rise ends is the point at which the recession side cn 
of the discharge graph coincides with the normal depletion curve. 

There are three cases under Type 3 identical with those for Type 1 rises, 
each dependent on the rate of ground-water accretion. Normal depletion 
flow is resumed at the end of a rise of Type 3 at a higher stage than for a rise 
of Type 2, other things equal, but the stage at the end of the rise may or 
may not be higher than the initial stage. In cases (a) or (6), Type 3, the 
stage at which the normal depletion flow is resumed will not be higher than 
the initial stage; in case (c) it will be higher. Whether a given rise is of 
Type 2 or Type 3 can be determined by extending the normal depletion curve 
underneath the rise. If the recession side of the graph returns to this curve 
as extended, the rise is of Type 2, If the normal depletion curve at the end 
of the rise is at a higher level than the extended curve under the graph, the 
rise is of Type 3. 

Having a hydrograph of a rise plotted on a suitable scale, together with 
the rain graph which produced it, it is possible by inspection to determine with 
considerable certainty to which of the above-described classes the rise belongs. 

Hydrograph Analysis 

The analysis of a hydrograph involves a separation of the various 
component contributions to stream flow with respect to their sources, 
which combined produce the total flow at the outlet of the drainage 
basin. As explained in the preceding paragraphs these sources consist 
of (1) precipitation received directly on the surfaces of the contributing 
waters, (2) surface runoff, (3) subsurface flow, and (4) strictly 
ground-water flow or, in other words, water draining into the stream 
from beneath the water table. 

At this point let us consider the subsurface conditions during a 
period of rainfall and the subsequent stream rise. In Fig. 7 is shown 
a vertical cross section of a stream channel and the adjacent banks, 
together with a profile of the water table, ab, as it existed at the end 
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of a rainless period. Later, after a period of rainfall of sufficient dura- 
tion and intensity to permit the infiltration to replenish the field 
moisture deficiency and provide ground-water accretion and after a 
period of surface runoff, this water table becomes a'db\ Had the 
water surface in the stream remained at 6c, the water table would 
have become a'db. Except for the smallest stream rises, the rise in 
the stage of the river occurs more quickly and is much greater in 
magnitude than the corresponding rise of the water table. This is 
evident when one considers the fact that, although an inch of infiltra- 
tion can raise the water table only a few inches, an inch of surface 
runoff can easily produce a stream rise of several feet. Consequently 
as quickly as the water surface in the stream rises higher than the 
adjacent water table, thus creating at any given elevation a greater 
hydrostatic pressure in the stream than in the banks, ground-water 
inflow into the stream channel ceases temporarily and the direction 
of flow reverses, creating bank storage represented in Fig. 7 by db'b. 
The volume of this bank storage continues to increase as long as the 
water level in the stream is higher than the water table at d or until 
after the stream has passed its peak stage. As soon as the stage starts 
to fall, the direction of flow again reverses, and for a time, because of 
the accumulated bank storage, the ground-water contribution to the 
stream is considerably increased. As soon as the bank storage is 
drained out, the ground-water flow again follows the normal depletion 
curve. 

The manner in which the ground-water contribution to the stream 
fluctuates during this rise is, therefore, represented by the ordinates 
to the dashed line adc. Fig. 8. The portion falling below the horizontal 
axis represents outflow from the stream or bank storage. Inasmuch 
as it is impractical to determine the actual amount of ground-water 
flow occurring at any time during a stream rise and because it ordi- 
narily represents but a small portion of the total runoff, the most 



Fig. 8. 
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common method of separating ground-water flow from surface runoff 
is by drawing a straight line, such as ac, Fig. 8. The exact location 
of c usually cannot be determined, but this is not of great importance 
as long as one always follows a consistent procedure. It may, however, 
be taken as the point of greatest curvature near the lower end of the 
recession side of the hydrograph.* This point can usually be deter- 
mined with the greatest assurance for a hydrograph of a single sharp 
stream rise resulting from a relatively short but intense rain. The 
location of c on such a graph may then be used as a guide for selecting 
a similar point on a more complex graph, by making the duration of 
surface runoff following the end of rainfall excess the same in all cases. 

In cases where sufficient records are available, the ground-water 
depletion curve may be utilized as an aid in determining the point 
where surface runoff ends. This is done by plotting the ground-water 
depletion curve on transparent paper, using the same scale as that of 
the hydrograph being analyzed. This sheet is then placed over the 
hydrograph and shifted horizontally until the depletion curve coincides 
with the portion of the hydrograph which followed the end of surface 
runoff. The surface runoff portion of the hydrograph will then lie 
above the ground-water depletion curve and point c is the point where 
the curves join. 

Another method which may assist in selecting a consistent location 
of c is to use as an index the ratio of discharge at any time to the 
discharge a short time, such as an hour, earlier. For many streams 
the value of this ratio will increase steadily along the recession side 
of the hydrograph until channel storage derived from surface runoff 
is depleted and will then become more nearly constant for the ground- 
water depletion curve. 

*C. R. Hursh and E. F. Brater, ‘^Separating Storm-Hydrographs from Small 
Drainage- Areas into Surface — and Subsurface — Flow/’ Trans. Am. Geophys. 
Union, 1941, Part III, p. 863. 
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Factors Affecting Runoff 


It is the purpose of this chapter to provide a general discussion of 
the effects of the various factors which determine the nature of the 
discharge of a river. However, some of these factors are of such im- 
portance that they are treated in much greater detail in subsequent 
chapters, and are introduced here only to make the picture complete. 

The flow of any stream is determined by two entirely different sets 
of factors, the one depending upon the climate with special reference 
to the precipitation, and the other upon the physical characteristics 
of the drainage basin. The influence of the first group depends upon: 

1. Type of precipitation, 

2. Rainfall intensity. 

3. Duration of rainfall. 

4. Distribution of rainfall on basin. 

5. Direction of storm movement. 

6. Antecedent precipitation and soil moisture. 

7. Other climatic conditions which affect evaporation and trans- 
piration. 

The effect of the second group is determined by the following char- 
acteristics of the drainage basin: 

1. Land use. 

2. Type of soil. 


3t 
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3. Area. 

4. Shape. 

5. Elevation. 

6. Slope. 

7. Orientation. 

8. Type of drainage net. 

9. Extent of indirect drainage. 

10. Artificial drainage. 

Anyone seeking a simple and convenient equation for determining 
the- maximum? flood flow, the minimum flow, or the average flow of a 
stream will see the difficulty of such a procedure when he realizes that 
any such equation has to be expressed in terms of all the above vari- 
ables, and that almost any of the factors may affect the result by a 
hundred per cent or more. Furthermore, if the flow is expressed in 
tenns of only one variable, the result may easily be in error by over 
a thousand per cent. From this it follows that a trustworthy appraisal 
of any of the several characteristics of stream flow must be based upon 
a careful consideration of the influence of all the foregoing factors 
and cannot possibly be determined by the use of a simple equation 
involving only one, or at best, two or three of those variables. Con- 
sideration will now be given to the manner in which these factors 
affect the runoff from any given drainage basin. 

CimATK FACTORS 
Type of Precipitation 

In considering the influence of precipitation upon the hydrograph, 
the type of precipitation is of great importance. For instance, if 
precipitation falls in the summer in the form of rain, its influence 
is felt almost immediately provided only that its intensity and mag- 
nitude are great enough to affect runoff. On the other hand, if the 
precipitation during a given period is entirely in the form of snow 
with no thawing temperatures, the hydrograph will, at the time, be 
unaffected except for the slight influence of the snowfall that is re- 
ceived directly on the surface of the stream. 

In northern latitudes and in mountainous areas the effect that 
snowfall exerts upon stream flow is of such importance that it will 
be treated at some length in a later chapter. 

Rain Intensity 

The effect of rain intensity upon the resulting hydrograph has al- 
ready been shown under the classifleation of stream rises (pages 26-28) . 
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When the intensity is great enough to exceed the infiltration capac- 
ity, /, and produces surface runoff, the height of the stream rise 
increases rapidly with any further increase in the intensity. For 
instance, if the storm has been in progress long enough to permit the 
infiltration rate to become practically constant and, let us say, equal 
to 0.2 in. per hr, then if the rainfall rate, p, is 0.3 in. per hr, rainfall 
excess, pc, will accumulate at the rate 0.1 in. per hr, whereas if p is 
1.0 in. per hr, Pe will accumulate eight times as fast, or at a rate of 0.8 
in. per hr. It follows therefore that, after infiltration capacity is 
exceeded, surface runoff will increase rapidly with an increase in 
rainfall intensity. However, the increase in stream flow is not at the 
same rate as the increase in rainfall excess because of the lag effect 
resulting from storage. 

Figure 9 is a rain intensity diagram of a storm that occurred in 
the Thunder Bay River basin near Alpena, Michigan, September 1-3, 
1937. If fa is assumed to have been constant and equal to 0.2 in. per 
hr, the surface runoff would have been 5.0 in., which on that river 
would have produced a major flood. However, if the same total rain- 
fall, 7.45 in., had fallen in the same time interval but at a uniform 
rate, there would have been no surface runoff and no flood would 
have occurred. 

Duration of Rainfall 

The effect of duration of rainfall will be more fully discussed in 
Chapter 8, where it will be shown that for each drainage basin there 
is a critical period such that, for all storms of that duration or less, 
regardless of intensity, the period of surface runoff will be practically 
the same, and that for rains of longer duration the period of surface 
runoff is increased. 
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Another effect of duration of rainfall is that the infiltration capacity 
decreases during a rain. As a consequence, rains of long duration 
may produce considerable surface runoff, even though the intensity 
is relatively mild. If rains continue over an extended period, the 
water table may reach the surface of the ground in low-lying areas, 
thus reducing the infiltration capacity to zero over such portions of 
the drainage basin and creating a serious flood hazard. 

Distribution of Rainfall on Bosin 

In the foregoing discussion it has been tacitly assumed that the 
various rainfalls considered were uniformly distributed over the 
drainage basin with respect both to area and to time of occurrence. 
If the topography, soil, and other conditions are also uniform 
throughout the basin, then, for all storms in which the total volume 
of rainfall is the same, the minimum peak runoff will be produced 
by that rain that is uniformly distributed. 

For drainage basins of appreciable size, large flood-producing storms 
are very seldom uniformly distributed. For small drainage basins 
high peak flows are the result of intense thunderstorms that cover 
only small areas. For large basins the highest peak flows are usually 
produced by general storms of less intensity but covering much larger 
areas. In neither case are they uniformly distributed. 

Consider for instance the two storms shown in Fig. 10. The total 
average depth of rain on the basin during these two storms was nearly 
the same. The storm intensity patterns figured as inches depth per 
hour on the entire basin might be very similar. Yet the hydrographs 
of surface runoff resulting from these two storms would be radically 
different. In fact, little or no surface runoff might result from the 
storm shown in Fig. 10a, whereas a severe flood might have resulted 
from the storm shown in Fig. 10b. The reason for this difference is that 
in the first storm the rain was fairly uniformly distributed over the 
basin and perhaps nowhere did the intensity at any time exceed the 
infiltration capacity. In the second storm, the infiltration capacity 
was in all probability greatly exceeded, resulting in heavy surface 
runoff. 

Because the runoff resulting from any rain depends to a considerable 
extent upon rainfall distribution, it is desirable to have a means of 
measuring this factor. This measurement is provided by the dis- 
tribution coeflScient, which for any storm is obtained by dividing the 
maximum rainfall at any point by the mean on the basin. Hence 
for^^ any given total rainfall, all other conditions being the same, the 
greater the distribution coefficient the greater will be the peak runoff. 
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If, however, the storm centered in the lower part of the basin near 
the outlet, as in Fig. 106, a higher peak runoff would result than from 
a storm having the same distribution coefficient but which centered 
in the headwaters. 

Direction of Storm Movomont 

Rarely if ever does a rain begin or end simultaneously over an entire 
drainage basin, for usually the center of disturbance is in motion. 
The direction in which the storm travels across the basin with respect 
to the direction of flow of the drainage system has a decided influence 
upon the resulting peak flow and also upon the duration of surface 
runoff. 

Consider for a moment the Skunk River basin above Augusta, Iowa 
(Fig. 11). A storm striking this basin from the west and traveling 



Pig* 11. Skunk River basin above Augusta, Iowa. Drainage area 4290 square 
miles; From V, B, Geological Survey Water-Supply Paper 772. 
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with a velocity of 20 miles per hour in the direction of flow would 
reach Augusta about 8 or 9 hr later. Surface runoff from the upper 
part of the basin would have reached the stream channels and would 
have flowed toward the outlet during that time interval before any 
surface runoff from the lower part of the basin reached the stream. 
When this water from the upper portion of the basin reached Augusta, 
a congestion would occur producing a higher peak and a shorter 
period of surface runoff than would otherwise occur. On the other 
hand, a storm from the southeast, striking Augusta first and traveling 
upstream, would have the opposite effect. In this case, surface runoff 
from the lower part of the basin would have been flowing past the 
gaging station at Augusta for 8 or 9 hr before any surface runoff 
from the upper portion of the basin reached the stream channel. This 
situation would result in a lower peak flow and a period of surface 
runoff longer by 16 or 18 hr than for a storm from the opposite direc- 
tion. 

A storm from the northeast or southwest that would cross this basin 
transversely would produce a stream rise whose height and period 
covered would be somewhere between the values resulting from the 
two cases described above. 

Antecedent Precipitation and Soii Moisture 

The amount of soil moisture in the surface layers of the soil has 
an important effect on the infiltration capacity (see page 105) and 
also on the determination of whether or not there will be ground-water 
accretion. When the soil moisture content is high, the infiltration 
capacity is low, and the drainage basin is susceptible to floods. Also, 
when the soil moisture content is raised to field capacity (see page 26), 
infiltrated water will reach the water table and increase the ground- 
water discharge. In the late summer or early fall evapotrans- 
piration losses often reduce the soil moisture content to a small 
value. Even intense rains falling under such conditions rarely produce 
substantial stream rises, because most of the water enters the soil and 
is held there as soil moisture. However, a rain following shortly after 
a previous rain of considerable magnitude may produce a stream rise 
or even a disastrous flood. 

Other Climatic Conditions 

Inasmuch as precipitation is the source of all runoff, it is quite 
naturally the most important of all the climatic factors which affect 
and determine the magnitude of that runoff. It is not, however, the 
only one to be considered. Such factors as the temperature, annual 
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precipitation, wind velocity, relative humidity, and average baro- 
metric pressure determine the climate of an area and also affect the 
runoff. Their influences, however, instead of being direct, combine 
to determine how much of the precipitation that falls on the basin 
shall be used and transpired by vegetation and how much shall be 
evaporated, the residual only being available for stream flow. 

The effects exerted by these other factors will therefore be con- 
sidered at some length in a later chapter dealing with water losses, 
which represent the difference between the amount of water that falls 
on a basin as rain and that which later appears in the stream as runoff. 


PHYSIOGRAPHIC FACTORS 
Land Use 

Of all the many physiographic factors that affect the runoff of any 
area, one of the most important is land use, or land management. 
Suppose we consider for a moment an area of virgin forest, under 
which such a thick layer of mulch of leaves, twigs, and grass has 
accumulated, that even during the heaviest downpours no surface 
runoff would reach the streams, and no floods would result. Now 
suppose that this forest is removed, the land is cultivated, and all 
the mulch that previously protected the ground surface is gone. The 
ground becomes compacted, and, as a result, rains that previously 
soaked into the ground now run quickly over the surface to the stream 
channels and produce floods of magnitudes never before experienced. 

It is thus apparent that the hydrograph of a stream is tremendously 
affected by the manner in which the area within the basin is utilized. 
So important is this factor that it will be treated in more detail in the 
chapter on inflltration. 

Type of Soli 

In any drainage basin the runoff characteristics are greatly influ- 
enced by the predominant type of soil because of the varying inflltra- 
tioh capacities of different soils, which in turn is the result of the size 
of the soil grains, their aggregation, shape, and the arrangement of 
the soil particles. Soils containing colloidal material shrink and swell 
with changes in moisture content, thus affecting the infiltration capac- 
ity. 

Porosity, which is defined as the percentage of voids in any given 
volume of aggregate, affects both infiltration and storage capacity 
and varies greatly for different soils. Some rocks have a porosity of 
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less than 1 per cent, whereas soils composed mainly of organic 
matter may run as high as 80 or 90 per cent. Porosity does not 
depend upon size of soil particles, but rather upon arrangement, 
sorting, shape, and degree of compaction. This subject will be con- 
sidered more fully in the chapter on infiltration. (See pages 105 
and 106.) 

Area of Basin 

Every drainage basin is surrounded by a divide, so called because 
it is a line of separation that divides the precipitation that falls on 
two adjoining basins and directs the ensuing runoff into one or the 
other river system. 

It has already been shown that the total volume of water carried 
in the stream channels is made up of surface runoff and ground-water 
flow. Seldom are these two quantities drawn from the identically same 
areas. In other words, surrounding every drainage basin is a surface 
or topographic divide that demarks the area from which the surface 
runoff is derived. Determined usually by the geological structure, 
although sometimes influenced by the topography, there is an under- 
ground or phreatic divide that fixes the boundary of the area that 
contributes ground water to each stream system. 

Where these two divides are not coincident, watershed leakage is 
said to occur and is equal to the ground- water flow from the area 
between them. This ground-water flow or watershed leakage always 
moves across the topographic divide. The area of the drainage basin 
is considered to be the area that contributes the surface runoff and is 
bounded by the topographic divide. The exact location of the phreatic 
divide is usually unknown. 

Figure 12a shows how watershed leakage may be caused by geolog- 
ical formation. Because of the dip of the impervious stratum toward 
stream A, the ground- water flow from the area between C and D 
is diverted from stream B to stream A, In Fig. 126 is shown a cross 
section through the divide between two drainage basins which are 
similar topographically to those shown in Fig. 12a, but in which there 
is no impervious stratum such as was shown in the previous case. In 
Fig. 126 the diversion of ground-water flow is from stream A to 
stream B. 

The location of the phreatic divide usually is not fixed and permanent 
but shifts with the changes in ground-water stage. The higher the 
stage of the ground water, the more nearly do the phreatic and topo- 
graphic divides coincide. As the stage lowers, the two divides may 
become more and more widely separated. 
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Watarshed leakage 



In general, if two adjacent streams flow more or less parallel, water- 
shed leakage is likely to occur from the higher to the lower basin. It 
may also occur at the head of a basin where a stream on the opposite 
side of the divide heads at a lower level. Watershed leakage through 
artesian aquifers occurs under a variety of conditions. Inasmuch 
as the profile of the free water table generally follows roughly that of 
the ground surface, the surface and ground-water divides are likely 
to differ less for steep impervious areas than for flat areas with perme- 
able soils. If information to the contrary is lacking, it is generally 
assumed that the two divides are coincident. This assumption, how- 
ever, may be greatly in error, especially in small drainage basins in 
highly permeable deposits. Area of basin affects the magnitudes of 
floods, minimum flows, and average flows in different ways, and as a 
result, the effects on these several flow characteristics will be considered 
separately. Unless otherwise stated, the effects are on flow expressed 
in cubic feet per second per square mile, or inches depth on the drainage 
basin per unit of time. 

Meet upon flood flow. If all other factors including the depth and 
intensity of rainfall remain constant in all instances, the total runoff 
expressed in inches depth on the drainage basin will be the same 
regardless of the size of basin. However, the base of the hydrograph 
of flood flow will broaden out as the area of basin increases; in other 
words, the larger the basin the longer it takes for the total flood flow to 
pass a given station. Inasmuch as under the previous assumptions 
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the total runoff per square mile remains the same, it necessarily follows 
that the peak flow must decrease as the area of basin increases. 

One other factor affects this relationship, however. It was assumed 
above that the depth of rainfall is the same in all instances. Actually 
for any locality the maximum intensity of rain that is likely to occur 
with any given frequency varies inversely with the area covered by the 
storm. Consequently, the larger the basin the less will be the intensity 
of the storm and therefore the lower will be the flood peak. This re- 
sult can be accounted for by noting that surface runoff is equal to 
rainfall minus infiltration, neglecting other losses. As an illustration, 
suppose that the maximum flood on a certain small basin results from 
a 6-in. rain in 1 day. On a near-by large basin the maximum flood 
is produced by a 12-in. rain in 4 days. Now if the average infiltration 
capacity is the same in both cases and is equal to 2 in. per day, the 
net supply rate for the small basin is 4 in. per day as compared with 
1 in. per day for the large basin. Hence, although the rainfall rate on 
the small basin was only twice that on the large basin, the supply rate 
was four times as great. 

Although the previously mentioned factors tend to cause flood flows, 
expressed in cubic feet per second per square mile, to be more intense 
for small basins, this effect may easily be obscured by the effect of 
the other basin characteristics. As a result, maximum flood flows 
may differ greatly even for watersheds of the same size. To illustrate 
this point the basins and pertinent data shown in Table 1 were se- 
lected more or less at random from the records of the U. S. Geological 
Survey. 

These streams were chosen primarily for the purpose of comparing 
the flood flows to be expected from drainage basins of approximately 
10,000 square miles area located in various sections of the United 
States. This table shows the enormous variation in the maximum 
flood flows recorded on different drainage basins of approximately the 
same size. Longer records will undoubtedly show increased flood flows 
for all these streams, but probably their relative magnitude will not be 
materially changed. It will be observed that the actual maximum 
flood flow of the Little River at Cameron, Texas, was over fifty times 
as great as that of the Souris River at Minot, North Dakota, despite 
the fact that the basins have about the same area. Correspondingly 
large variations in flood flows can be found for other streams of any 
given size located in different sections of the United States. 

On the othen hand, if one would compute the average of the peak 
flood flows that have occurred on all the streams of each different size 
throughout the country and then plot average peak flow against size 
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TABLE 1 


Basin 

Station 

Area, 
sq miles 

Period, 

yr 

Max. Q, 
cfs 

Max. Q, 
cfs/sq mile 

Souris River 

Minot, N. Dak. 

10,270 

31 

12,000 

1.17 

Deschutes River 

Moody, Oreg. 

10,500 

39 

43,600 

4.27 

Gila River 

Coolidge Dam, Aris. 

12,890 

30 

130,000 

10.1 

Cumberland River 

Carthage, Tenn. 

10,700 

21 

186,000 

17.4 

Susquehanna River 

Wilkes-Barre, Pa. 

9,960 

45 

232,000 

23.3 

Potomac River 

Point of Rocks, Md. 

9,650 

43 

480,000 

49.7 

Little River 

Cameron, Tex. 

7,030 

27 

647,000 

92.0 


of basin, he would find a certain degree of correlation between these 
two quantities for the reasons explained (see Fig. 101). So, although 
the magnitude of flood to be expected from any drainage basin, ex- 
pressed in cubic feet per second per square mile, varies inversely with 
the size of basin as long as all the other characteristics remain the 
same, it is by no means a dominant factor, and as a result much 
greater variations in flood flow are to be expected among the different 
basins of any given size because of these other factors. 

i00€f upon Minimum Flow. After surface runoff ceases, the entire 
flow of the stream is drawn from ground- water storage. Consequently, 
as this storage is depleted more and more, the stream flow becomes less 
and less until either the stream goes dry or the supply is replenished by 
precipitation. These replenishing rains are often local, some covering 
an area of only a few square miles. Scores of such rains may fall on 
various portions of a large drainage basin during a given drought, 
although many of the small component basins may be left untouched. 
Because each of these local rains contributes to the discharge of the 
main stream, larger basins are likely to provide a more sustained flow 
than smaller ones. 

F0O€f upon Avorago Flow. A study of a great many drainage 
basins throughout the United States reveals that the average unit 
yield seldom remains constant throughout the length of stream chan- 
nel. The reasons for these changes are usually, however, attributable 
to surface conditions; in other words, the character of basin seldom if 
ever is the same throughout a large drainage system, and this factor 
exerts a dominant influence on the unit yield at various points on the 
stream. These variations are, therefore, not directly attributable to 
size but to other factors which will be discussed later. 

fhcipe 

The shape of a drainage basin mainly governs the rate at which 
water is supplied to the main stream as it proceeds along its course 
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from the source to the mouth. This fact has an important bearing on 
the economic utility of the stream as well as its profile and channel 
dimensions. 

The outlines of large drainage systems are, as a rule, fixed at least 
in part by major geologic structures, folds, and mountain ranges. 
Such structures commonly fix the position of the watershed line across 
the head of the more important drainage basins, whereas the lateral 
boundaries may be fixed either by geologic structures or by competi- 
tive erosion. For the smaller basins erosion is usually the dominant 
factor. 

Although it is difficult to express satisfactorily by means of a 
numerical index the shape of a drainage basin as that characteristic 
affects the hydrology of the stream, several indices have been suggested 
which are of value. Gravelius^ proposed the use of the term “form 
factor” to express the ratio of the average width to the axial length of 
basin. The axial length is measured from the outlet to the most remote 
point on the basin. The average width is obtained by dividing the 
area by the axial length. For basins with side outlets the width may 
exceed the axial length, giving a ratio greater than unity. The form 
factor gives some indication of the tendency toward floods, because a 
basin with a low form factor is less likely to have an intense rainfall 
simultaneously over its entire extent than an area of equal size with 
a larger form factor. 

Another index of the form of a drainage basin as suggested by 
Gravelius^ is the ratio of the perimeter of the watershed to the cir- 
cumference of a circle whose area is equal to that of the drainage basin. 
This ratio may be termed the compactness coefficient. 

Snyder’* has found that shape, as it affects the runoff characteristics 
of a watershed, is related to the distance along the main stream from 
the outlet to a point adjacent to the geographical center of the basin.® 

Elevation 

The variation in elevation and also the mean elevation of a drainage 
basin are important factors in relation to temperature and to precipita- 
tion, particularly as to the fraction of the total amount which falls 
as snow. Not only does elevation, because of the resulting differences 
in temperature, have a profound effect upon water losses, which are 
all evaporative in nature, but it is also an important factor in deter- 
mining the extent to which the available water supply in winter is 

1 Gravelius, Flysskundej Berlin and Leipzig, 1914. 

* Franklin F. Snyder, “Synthetic Unit-Graphs,” Trans. Am. Geophys. Union, 
193S, Part I, p. 447. 

^ See also p. 257 of this book. 
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impounded as frozen assets in the form of snow storage, ice in lakes and 
rivers, and soil moisture within the zone of frost penetration. 

For large basins the mean elevation can be most easily determined 
by the intersection method. A topographic map of the basin is sub- 
divided into squares of equal size by enough lines so that at least 100 
intersections fall within the area. The mean elevation of the basin 
is then taken as the average of the elevation at all the intersections. 

A more complete analysis of the elevation characteristics of a basin 
may be made by measuring on a suitable map the area lying between 
successive pairs of contours. The percentages of the total that each of 
these areas constitute are then computed, and the percentage of the 
total area lying above or below each different contour is obtained by 
summation, as shown for the San Pablo drainage basin, near Richmond, 
California, in Table 2. 


TABLE 2 


Limiting 

Area between 

Per Cent 

Per Cent of Total 

Contour 

Contours, 

of 

over Given 

Elevations 

acres 

Total 

Lower Limit 

1 

2 

3 

4 

170- 300 

500 

2.4 

100.0 

300- 400 

1700 

8.2 

97.6 

400- 500 

1900 

9.2 

89.4 

500- 600 

2400 

11.6 

80.2 

600- 700 

3000 

14.5 

68.6 

700- 800 

2970 

14.3 

54.1 

800- 900 

2270 

11.0 

39.8 

900-1000 

2180 

10.5 

28.8 

1000-1100 

1500 

7.2 

18.3 

1100-1200 

640 

3.1 

11.1 

1200-1300 

610 

3.0 

8.0 

1300-1400 

410 

2.0 

5.0 

1400-1800 

620 

3.0 

3.0 


If a is the area between any given pair of contours of which e 
is the mean elevation, the mean elevation of the basin is 



( 1 ) 


in which A is the area of basin. Substituting the data contained in 
Table 2 in equation 1, we find that the mean elevation of the San Pablo 
basin is 758. 
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If the data contained in Table 2 are shown graphically, by plotting 
column 4 against the lower elevations in column 1 a typical hypso- 
metric curve will be obtained (Fig. 13). This curve shows that 50 
per cent of the drainage area lies above elevation 732, which is called 
the median elevation and is more representative of the effect of 
elevation in. relation to hydrology than the mean elevation. As a usual 
thing the mean elevation is higher than the median, but the difference 
is generally unimportant. 

Slope 

The slope of a drainage basin has an important but rather complex 
relation to infiltration, surface runoff, soil moisture, and ground-water 
contribution to stream flow. It is one of the major factors controlling 
the time of overland flow and concentration of rainfall in stream chan- 
nels and is of direct importance in relation to flood magnitude. Alvord'* 
suggested a method of estimating slope based upon the area between 
different contours within the basin. Such a method, used by Horton,® 
is as described on page 46. 



Pig. 13 . Hypsometric curve for San Pablo drainage basin near Richmond, Calif. 

*John W. Alvord and others, “Tables of Excessive Precipitations of Rain at 
Chicago, 111.,” from 1889 to 1897 inclusive, J, Western Soc. Engrs., April 1899, 
p. 157. 

® R. E. Horton, “Derivation of Runoff from Rainfall Data,” Discussion, 
Trans, A.S.C.E., 1914, vol. 77, 369-375. 
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In Fig. 14 a drainage basin is shown that is crossed by a number of 
contours having equal differences in elevation. Lines ab and cd are 
drawn midway between contours 400 and 410 and between 410 and 
420 respectively. Now let 


ai = area of strip abed. 
wi = average width of strip abed, 
h = length of contour 410. 

8i = average slope of strip abed. 
S * average slope of basin. 

D = contour interval. 

A « area of basin. 

L == total length of contours. 

Then 


D Dh 

. -S 

wi at 

and by wei^ting the slope of each strip in accordance with its area, 

Din On 

a» A 

Ft^ which 


8l 


Dll Oi ^ Dig 02 

at A 02 A 


( 2 ) 


S = ~ (h + la -h “• In) 


A 


( 3 ) 
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In other words, the average slope of the basin is equal to the total 
length of contours multiplied by the contour interval and divided 
by the area of basin. The work involved in measuring the length of 
all contours on large and rugged basins is likely to be time consuming 
and tedious. Fortunately, however, satisfactory results can usually be 
obtained by measuring with an opisometer the length of contours at 
20-ft or 40-ft intervals for small or flat areas and the length of con- 
tours at 100-ft to 500-ft intervals for large or steep areas. 

Orientation 

Although slope affects the rainfall-runoff relationship principally 
because of a speeding up of the velocity of overland flow, thereby 
shortening the period of infiltration and producing a greater concentra- 
tion of surface runoff in the stream channels, a secondary influence re- 
sulting from the general direction of the resultant slope, or orientation 
of basin, must not be overlooked. This factor affects the transpiration 
and evaporation losses because of its influence on the amount of heat 
received from the sun. Also the direction of the resultant slope to the 
north or the south affects the time of melting of accumulated snows. 
If the general slope is to the south, each successive snowfall may soon 
melt and either infiltrate into the ground or produce surface runoff. 
On the other hand, if the slope is to the north, these snows may ac- 
cumulate throughout the winter and remain on the ground until late 
spring when they may be removed by a heavy rain, thus producing a 
high flood peak and a low minimum flow. The effect of the orienta- 
tion of the basin with respect to the direction of storm movement 
was discussed on page 36; also the effect of the orientation of a hilly 
or mountainous watershed with respect to the direction of the prevail- 
ing winds is discussed on page 65. 

The Drainage Net 

Another important characteristic of any drainage basin is the pattern 
or the arrangement of the natural stream channels which through past 
ages has been developed by nature within the area. The reasons for 
this importance are twofold. In the first place, the eflSciency of the 
drainage system and therefore the characteristics of the resulting 
hydrograph are dependent upon this factor. For instance, if the basin 
is well drained the length of overland flow is short, the surface runoff 
concentrates quickly, the flood peaks are high, and in all probability 
the minimum^flow is correspondingly low. In other words, the more 
efficient the drainage the more flashy is the stream flow, and vice 
versa. 
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Perhaps of equal if not greater importance, however, is the indica- 
tion that this factor gives to the hydrologist of the nature of the soil 
and surface conditions existing in the drainage basin, for there can 
be no question but that the character and extent of nature^s carving 
of stream channels through erosive processes is definitely related to 
and restricted by the type of materials from which these channels are 
carved. It is entirely conceivable that, when this subject has been 
fully explored, analyzed, and understood, it may be found that an 
ordinary map of the drainage system provides a reliable index of the 
permeability of the basin and will give some indication of the yield. 

The characteristics of the drainage net may be fairly well de- 
scribed by (1) order of streams, (2) length of tributaries, (3) stream 
density, and (4) drainage density and length of overland flow. 

Order of Streams. Every large stream has its important tributaries, 
each of which has its own tributaries, and so on until at last the 
ultimate branches or finger tips of the drainage net are reached which 
have no branches. As a rule, the larger the stream the greater is the 
number of branchings or bifurcations. It is convenient to classify 
streams according to the number of bifurcations of the tributaries. 
The most common procedure is to designate all nonbranching tribu- 
taries, regardless of whether they enter the main stream or its branches, 
as of the first order. Streams which receive only nonbranching tribu- 
taries are of the second order. Streams of the third order are formed 
by the junction of two streams of the second order, and so on. In 
accordance with this system, the order number of the main stream 
indicates at once the extent of bifurcation of its tributaries and, as a 
rule, is a direct indication of the size and extent of the drainage net. 
Streams of the same order have the same system of bifurcation, regard- 
less of whether they enter the main stream, enter another tributary, or 
flow directly into the sea. 

For almost every stream there are some undivided feeders that 
flow directly into the main stream or into the larger tributaries. The 
relative numbers of divided and undivided tributaries afford an indi- 
cation of the character of the drainage. For example, in watersheds 
in the Middle West that are covered with a heavy blanket of per- 
meable deposit, there are, as a rule, relatively few minor tributaries, 
whereas, for streams draining steeper slopes, such as those tributary 
to the Finger Lakes in central New York, there are usually compara- 
tively few major or branching tributaries. 

To determine correctly the order of a stream and make a complete 
analysis of the drainage net, it is necessary to have a map of the basin 
showing all tributaries. This map should include both perennial and 
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intermittent tributaries, but it cannot well include ephemeral rain 
gullies that have not developed definite stream channels. On this 
map each different stream and tributary should be numbered according 
to its order. Figure 15 is a map of the Thunder Bay River drainage 
net which has been so numbered. This map shows that the Thunder 
Bay River is a stream of the fourth order and that it has two tribu- 
taries of the third order, eight of the second, and thirty-three of the 
first. Aerial photographs provide an excellent aid not only for deter- 
mining the order of streams but also for other hydrologic purposes. For 
example, karst topography and swamps oftentimes can be recognized 
in aerial photographs. 

The number of tributary streams of a given order per square mile 
of drainage basin is a function of the order of the tributaries. For this 
purpose, it is convenient to use the reverse order, in which the main 
stream is given the order of one, tributaries of the next lower order have 
the reverse order of two, and so on. If each order of tributaries had 
a given number of branches of the next higher order and no others, 
the number of tributaries of a given order would decrease in a geo- 
metrical progression as the reverse order decreases in an arithmetical 
progression. Actually this does not occur. If it did, a fifth-order 
stream would receive, let us say, two fourth-order streams and no 
others; each of these fourth-order streams would receive two third- 
order streams and no others; and so on. As a matter of fact, the fifth- 
order stream may receive directly from first-, second-, and third-order 
streams, in addition to the two fourth-order streams. However, the 
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geometrical ratio is usually well sustained in actual experience, as is 
illustrated in Fig. 16, which shows for eight different streams the 
number of tributaries of different orders, plotted semi-logarithmically. 
Horton found that the equation of the resulting graph is of the form 

\ogN = KOR-C (4) 

in which N is the number of streams of reverse order, 0*, per 100 
square miles of drainage basin ; K is the slope of the graph with respect 
to the log N axis; and C is the negative value of log N when Or is 
equal to zero. For Ganargua Creek in New York, the equation becomes 

log N = 0.4060* - 0.70 

For the Saginaw River in Michigan, the equation is 
log AT = 0.5940* - 2.37 

Usually for a given stream the actual number of tributaries falls 
very close to a straight line. It is interesting to note in Fig. 16 that 
the graphs for most of the streams in New York are approximately 
parallel with each other; in other words, they have approximately 
the same values of K but different values of C. Those for the Michigan 
streams are also nearly parallel with each other but have steeper slopes 
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or higher values of K than those for the New York streams. Therefore, 
it appears that certain broad general characteristics of basin more or 
less common to any particular region determine the slope of these 
graphs or the value of K in equation 7. On the other hand, certain 
minor variations that are more or less common to all basins regardless 
of location seem to determine the value of C. As to what particular 
characteristics of basin affect the values of K and C, little is at present 
known. However, there can be but little question that there is a close 
relationship between these constants and certain drainage-basin char- 
acteristics, which in turn are closely related to stream flow. Here in all 
probability lies a fertile field for reseach. No one can predict the 
extent of the possibilities of correlating these factors and determining 
thereby the stream-flow characteristics based entirely upon the type 
of drainage net. 

Length of Tributaries. The length of tributaries is an indication 
of the steepness of the drainage basin as well as of the degree of 
drainage. Steep well-drained areas usually have numerous small 
tributaries, whereas in plains regions where the soils are deep and 
permeable only relatively long tributaries are, as a rule, maintained 
as perennial streams. In different basins it is better to compare the 
average length of tributaries of the same order, especially of the first 
order, than to compare the average length of all tributaries. 

The lengths of tributaries increase as a function of their order. This 
statement is also approximately a geometrical law of progression. The 
relation does not hold closely for individual streams. Comparison has 
been made of the average lengths of tributaries of a number of streams 
of different orders in central New York and central Michigan. It was 
found that for any particular order the average length of the streams in 
Michigan is considerably greater than that of the New York streams. 
For instance, the average length of first-order streams in New York is 
less than a mile, whereas in Michigan it is over 6 miles; in New York 
second-order streams average about 2 miles in length, and in Michigan, 
12 miles, and so on. 

In measuring stream lengths by opisometer on topographic maps the 
course of the stream can, in general, be followed quite closely. The 
measured length of all except meandering streams and the length 
along the axis of the valley are, as a rule, nearly the same. 

For meandering streams the length is sometimes measured along 
the valley axis, the measured length consisting of a series of linear 
segments joining at various angles. Sinuosities due to oxbows and the 
general tortuosity of the stream are neglected, and the resulting length 
may be materially less than the actual distance through which the 
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water flows in its course down the valley. The relations between the 
air-line length and the meander length of a number of Midwestern 
streams is shown in Table 3. These stream valleys were fairly straight 


TABLE 3 


Stream 

State 

Length, 

meander 

miles 

Length, 

air-line 

miles 

Ratio of 
Measured 
Length to 
Air-Line 
Length 

Average Fall 

by by 

Mean- Air 
der Line 

Cottonwood 

R. 

Kans. 

120.0 

62.0 

1.94 

1.89 

3.66 

Maria de 
Cygnes 

Kans. 

138.0 

88.0 

1.57 

1.43 

2.24 

Salt Creek 

Nebr. 

78.0 

36.0 

2.17 

1.78 

3.86 

Nemaha R. 

Nebr. 

42.4 

24.9 

1.70 

3.07 

5.22 

Elkhom R. 

Nebr. 

21.8 

13.6 

1.60 

3.88 

6.25 

Deep Fork 

Okla. 

62.0 

41.0 

1.51 

1.90 

2.90 

Des Moines 
R. 

Iowa 

68.0 

37.0 

1.84 

1.54 

2.84 

Big Sioux R. 

Iowa 

36.6 

17.0 

2.15 

1.37 

2.94 

Locust Cr. 

Mo. 

59.0 

25.0 

2.36 

1.59 

3.76 

Saline Cr. 

Mo. 

38.0 

18.5 

2.04 

1.47 

3.00 


throughout the lengths of most of the reaches, so that the air-line length 
represents approximately the length as measured along the axis of the 
stream valley. The last two coluinns of this table show the slopes of 
these streams computed by means of the air line and also the meander 
length of the streams. 

Stream Density. iThe stream density or stream frequency of a 
drainage basin may b>e expressed by relating the number of streams 
to the area drained. If is the number of streams in the basin and A 
is the total area, the stream density, D,, may be expressed as 



i.e., the number of streams per square mile. The inverse form, namely 
the area per stream, might also be used as a measure of stream density. 

In determining the total number of streams, only the perennial 
and intermittent streams are included. The main stream, extending 
from its source to the mouth, is counted as one; there are then ni 
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Fig. 17. 


tributaries of the next lower order, each extending from its source 
to its junction with the main stream; n 2 tributaries of the next lower 
order, each extending from its source to its junction with a stream of 
the next higher order ; and so on down to the first order of tributaries. 

That the relationship between the number of streams and the 
area drained does not provide a true measure of drainage efficiency 
is shown in Fig. 17. In this figure (a) and (b) represent two basins 
of equal size, each having the same numbers of streams. However, 
it is quite evident that (a) is better drained than (6). 

Drainage Density. Drainage density is expressed as the length of 
stream per unit of area. Let Da represent the drainage density, L the 
total length of perennial and intermittent streams in the basin, and A 
the area; then 



Drainage density varies inversely as the length of overland flow and 
therefore provides at least an indication of the drainage efficiency of 
the basin. 

Indirect Drainage 

Throughout the preceding discussion it has been assumed that all 
parts of the drainage basin are tributary through direct overland flow 
to some surface stream. In two important cases this condition may 
not exist, viz., in areas characterized by (1) karst topography and (2) 
a very pervious surface and flat slopes. In neither of these cases does 
any precipitation find its way through overland flow directly into the 
stream channels; instead it infiltrates into the soil and later finds its 
way through underground channels either into adjacent or far distant 
streams, lakes,, or the sea. 

Regions underlain by soluble rock formations, especially limestone, 
oftentimes have characteristic undulating surfaces with conical knolls 
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and circular sinks. Such areas are said to have a karst topography. 
The runoff usually enters the ground through sinkholes and fissures 
and pursues its course to an outlet through a system of underground 
passages or solution channels. The resulting underground drainage 
net is often complex but is somewhat similar to a surface drainage 
net in its characteristics. The surface is pock-marked with depressions, 
some dry, some containing pools; streams flow into some and out of 
others. 

Extensive karst regions are to be found in France and in other 
parts of continental Europe and in various localities in the United 
States, especially in the cave regions of Kentucky and Virginia. In 
the Helderberg region in eastern New York there are considerable areas 
where the fissured limestone is at the surface and the runoff enters 
directly into widened joint openings and solution channels. In northern 
Florida and in the basin of the north branch of the Thunder Bay 
River in Michigan, there are hundreds of sinkholes usually 20 ft to 
80 ft deep and several hundred feet in diameter, caused by the dissolu- 
tion of the underlying soft limestone and the subsequent collapse of the 
overlying thin, hard strata. Most of the runoff from these areas finds 
its way to these sinkholes and thence through underground channels 
to distant outlets. 

In regions of low relief and high permeability, especially regions 
overlain with recent glacial deposits, numerous undrained depressions 
often occur. Most common among these are kettle holes, which are 
generally pockets left in the surface by the melting of stranded blocks 
of ice as the glaciers disappeared from the region. In such areas all 
rain passes directly into the soil, so that there is no surface runoff and 
no drainage net is developed. 

In determining the runoff from basins containing karst topography, 
it is best to exclude all karst areas, for it is seldom that they contribute 
either runoff or ground-water flow to the stream to which they are 
immediately tributary. For instance, it is doubtful that the karst 
areas of the Thunder Bay basin make any appreciable contribution 
to the flow of the Thunder Bay River. However, probably these areas 
contribute equally with other adjacent areas to the flow of the St. 
Lawrence, for the underground channels very likely find an outlet in 
Lake Huron. 

On the other hand, in estimating the yield of drainage basins con- 
taining highly permeable depression areas, these areas should usually 
be excluded only in making estimates of surface runoff but should be 
included in making studies of ground-water flow, for usually the water 
table beneath these areas drains directly into the adjacent streams. 
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Artificial Drainage 

Lowlands such as swamps and marshes, if not inundated, at least 
have a water table at or near the ground surface. Such areas can be 
made available for pasture and agriculture by drainage, using either 
tile or open ditches. Likewise uplands, even though under cultiva- 
tion, can often be improved by the same method by removing the 
surface waters more promptly after rains and by lowering the water 
table to an optimum level for crops. The manner in which drainage 
affects the flood peaks, low flows, and average yields of streams will 
now be considered briefly. 

Open drains speed up the removal of surface runoff and therefore 
increase the flood flow from the immediate area drained. However, 
if this area is only a portion of, and lies in the lower part of the 
entire basin under consideration, its drainage may actually reduce the 
flood beaks at the basin outlet by getting rid of the waters from this 
lower area before the arrival of the waters from the upper tributaries. 
Conversely, if the drained area lies in the headwaters, the time of con- 
centration will be reduced and the flood peaks will be increased. Also 
if the entire basin were drained, flood peaks would be increased al- 
though the increase might be less than if only the headwaters were 
drained. 

Open drains reduce the length and period of overland flow and 
therefore the total amount of infiltration. As a result the water table is 
lowered, and the low water flow is reduced. Because of the reduced 
time of overland flow and also because of the increased depth to the 
water table, surface evaporation and transpiration losses are reduced, 
and therefore the total yield is usually increased. 

In order for tile drains to operate effectively they must be placed 
below the water table. Inasmuch as infiltration capacity is determined 
at the ground surface, and usually by the condition of the top quarter 
inch of soil, tile drainage of uplands can have little or no effect upon 
surface runoff. However, tile drainage does have an effect on the 
hydrograph that is quite similar to that of subsurface storm flow. 
Consequently tile drains, although having little effect on flood peaks, 
usually reduce low water flow as a result of the more rapid draining 
of the ground water. They increase the total yield by lowering the 
water table and thereby reduce the water losses. 

Because of the high consumption of water by the vegetation usually 
found in swamps and marshes, it is not unusual for the evaporation 
and transpiration losses from such areas to equal or exceed the total 
rainfall on them. Drainage, by lowering the water table, reduces 
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soil evaporation and causes a change in the type of vegetation to one 
that uses less water. The usual effect of the drainage of swamps and 
marshes is therefore to increase flood flows, reduce low water flow, 
and increase the total runoff. However, the drainage of some lowlands 
containing soils that are more or less porous, by lowering the water 
table, creates a subsurface storage reservoir that may actually reduce 
flood peaks. 

Although the effects of drainage appear to be as described previously, 
the magnitudes of these effects are difficult of exact determination. 
The reason for this difficulty is quite obvious. It would be necessary 
to have two rather long periods of records of precipitation that were 
identical; the one occurring before drainage and the other after. 
Unfortunately, precipitation patterns do not repeat in that manner. 
Nor is it possible to obtain positive proof of the effects of drainage 
upon runoff by comparing the results of individual storms, or of 
monthly, or of seasonal, or of annual totals, for the reason that so 
much depends upon the exact manner in which those totals were 
distributed, and upon the condition of the ground surface, the vegeta- 
tion, and many other variables. 

In 1928 Woodward and Nagler® made a study to determine the 
effect of agricultural drainage upon floods on the Des Moines and 
Iowa rivers. It was their conclusion that although more than a third 
of the area of each of these basins has been artifically drained, the 
effect upon flood flows has been negligible. However, it does not 
follow that such is always the case. In fact, it is believed that in most 
instances surface drainage increases flood peaks and total yield, and 
reduces low water flows, and that on small streams these effects may 
be quite marked. 

®S. M. Woodward and F. A. Nagler, ‘The Effect of Agricultural Drainage 
upon Flood Runoff,” Trans, A,S.C,E., 1929, p. 821. 
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The term precipitation as used in hydrology includes all forms of 
water deposited on the earth^s surface and derived from atmospheric 
vapor. The principal forms are mist, rain, hail, sleet, and snow. 
Unless otherwise specified, the terms precipitation and rainfall are 
often used indiscriminately to apply to any or all of the forms included 
in this group. Condensation on solids and water surfaces as dew 
and frost is sometinies considered a form ^of^recipitation. 

This chapter deals with the properties and behavior of atmospheric 
water vapor, the causes of precipitation, methods of measuring rainfall 
and snowfall, and the nature and variation of precipitation. Methods 
of analyzing precipitation data for solving hydrological problems are 
also described. 


Water Vapor 

Water vapor is one of the atmospheric gases. Within a moderate 
range of temperatures and pressures and for conditions not too close 
to the point of condensation, water vapor obeys the gas laws reason- 
ably well. Atmospheric water vapor is chiefly derived by evaporation 
from oceans, lakes, and rivers, by evaporation from moist soil, and 
by transpiration from plants. A small amount of water vappr is added 
to the atiposphere by artificial means, such as by exhaust steam or 
residue from combustion engines. Evaporation from the oceans is 
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the principal source of atmospheric moisture. Although there are 
differences of opinion, it is probable that 75 per cent of the precipita- 
tion in the United States is derived from oceanic evaporation. It is 
brought to the United States as part of a world-wide system of atmos- 
pheric circulation.^ 

Any given space can hold only a certain amount of water vapor in 
the presence of a solid or liquid surface. If more vapor is added, some 
will ordinarily be condensed on the surfaces. When there is a mixture 
of gases or vapors, as in the case of moist air, each component behaves 
physically as if it alone were present. The pressure exerted on the 
walls of a container by each component of such a mixture is called 
the partial pressure. The partial pressure exerted by the water vapor 
in saturated air at a given temperature is called the saturation pressure 
and is commonly expressed in inches of mercury. Values of saturation 
pressure for various temperatures are given in Table 4. 

If, without change in barometric pressure, the air is cooled until it 
becomes saturated, the corresponding temperature is called the dew 
point. Any further cooling would result in the condensation of mois- 
ime on surfaces in contact with the air. If the dew point is greater 
than 32® F, condensation will be in the form of dew, whereas for tem- 
peratures less than 32°^ frost will be formed. 

The moisture content of air, expressed in weight per unit of volume, 
is called the absolute humidity. For any given temperature, the abso- 
lute humidity is related to the partial pressure of the water vapor. 
The difference between the partial pressure of the water vapor, at any 
temperature, and the saturation pressure for the same temperature 
is the saturation deficit. The relative humidity is the ratio between 
either (1) the amount of water vapor actually contained per unit 
volume and the amount that it could hold at the same temperature 
when saturated, or (2) the actual vapor pressure and the saturation 
vapor pressure at the same temperature. Inasmuch as these are ratios, 
they are dimensionless and are equal regardless of the units or methods 
used in their derivation. 

Measurement of Humidity 

Humidity may be measured by any one of four methods. The most 
direct method consists of extracting the water vapor from a certain 
volume of air and weighing it. This is done by passing the moist air 

^Beniamin Holzman, of Aerological Soundings in Determining the 

Sources of Moisture for Precipitation,'* Trans, Am, Geophys, Union, 1937, Part 
II, pp. 488-489. 
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TABLE 4 

Saturation Vapor Pressure in Inches of Mercury 


Temper- 


Temper- 


Temper- 


Temper- 


ature, 


ature, 


ature, 


ature, 


op 

V , 

op 

V , 

op 

Vp 

op 

Vp 

-30 

0.007 

10 

0.063 

50 

0.363 

90 

1.423 

-29 

.007 

11 

.067 

61 

0.376 

91 

1.469 

-28 

.008 

12 

.070 

62 

0.390 

92 

1.515 

-27 

.008 

13 

.074 

63 

0.405 

93 

1.563 

-26 

.009 

14 

.077 

54 

0.420 

94 

1.612 

-25 

.010 

15 

.081 

55 

0.436 

95 

1.662 

-24 

.010 

16 

.085 

56 

0.452 

96 

1.714 

-23 

.011 

17 

.089 

57 

0.469 

97 

1.767 

-22 

.011 

18 

.094 

58 

0.486 

98 

1.822 

-21 

.012 

19 

.099 

59 

0.504 

99 

1.878 

-20 

.013 

20 

.103 

60 

0.522 

100 

1.936 

-19 

.013 

21 

.108 

61 

0.541 

101 

1.994 

-18 

.014 

22 

.114 

62 

0.560 

102 

2.055 

-17 

.015 

23 

.119 

63 

0.580 

103 

2.117 

-16 

.016 

24 

.125 

64 

0.601 

104 

2.181 

-15 

.017 

25 

.131 

65 

0.623 

105 

2.246 

-14 

.018 

26 

.137 

66 

0.645 

106 

2.314 

-13 

.019 

27 

.143 

67 

0.668 

107 

2.382 

-12 

.020 

28 

.150 

68 

0.691 

108 

2.453 

-11 

.021 

29 

.157 

69 

0.715 

109 

2.525 

-10 

.022 

30 

.165 

70 

0.740 

no 

2.599 

- 9 

.024 

31 

.172 

71 

0.766 

111 

2.676 

- 8 

.025 

32 

.180 

72 

0.792 

112 

2.754 

- 7 

.026 

33 

.188 

73 

0.819 

113 

2.833 

- 6 

.028 

34 

.195 

74 

0.847 

114 

2.915 

- 5 

.029 

35 

.203 

75 

0.876 

115 

2.999 

- 4 

.031 

36 

.212 

76 

0.906 

116 

3.085 

- 3 

.033 

37 

.220 

77 

0.936 

117 

3.173 

- 2 

.034 

38 

.229 

78 

0.968 

118 

3 264 

- 1 

.036 

39 

.238 

. 79 

1.000 

119 

3.356 

0 

.038 

40 

.248 

80 

1.033 

120 

3.451 

1 

.040 

41 

.258 

81 

1.068 

121 

3.548 

2 

.042 

42 

.268 

82 

1.103 

122 

3.647 

3 

.044 

43 

.278 

83 

1.139 

123 

3.749 

4 

.047 

44 

.289 

84 

1.176 

124 

3.853 

5 

.049 

45 

.300 

85 

1.216 

125 

3.960 

6 

.052 

46 

.312 

86 

1.254 

126 

4.069 

7 

.055 

47 

.324 

87 

1.295 

127 

4.181 

8 

.957 

48 

.336 

88 

1.336 

128 

4.295 

9 

.060 

49 

.349 

89 

1.379 

129 

4.412 
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through a granular desiccant, the increase in weight of the drying 
agent being the weight of moisture contained in the air. The develop- 
ment of techniques to adapt this method to field use has been reported 
by Thornthwaite and Holzman.^ 

The dew-point method of measuring humidity utilizes the fact 
that, when water vapor is saturated, a reduction in temperature will 
produce condensation. The dew-point apparatus usually consists of a 
polished cup containing a volatile liquid such as ether. The surface 
of the cup is cooled by forcing air through the liquid. The water 
vapor in contact with the cup is also cooled, and, when the dew point 
is reached, condensation may be observed on the cup. The corre- 
sponding temperature is noted from a thermometer immersed in the 
liquid. The dew point is taken as the average between the temperature 
at which the condensation appears during the cooling process and the 
temperature at which it disappears when the liquid is allowed to warm 
again. The vapor content of the air is then determined by referring 
to tables giving the unit weight of saturated water vapor for various 
temperatures.® 

The simplest method of measuring humidity is by means of a sling 
psychrometer such as that shown in Fig. 18. This instrument consists 
of two thermometers mounted side by side, one of which has its bulb 
covered with muslin. Before use, the muslin is wetted so that evapo- 
rational cooling will lower the temperature of that thermometer. The 
difference in the readings of the two thermometers may be converted 
to relative or absolute humidity by means of calibration tables.® It 
is recommended that the psychrometer be ^Vhirled rapidly for 15 or 
20 seconds; stopped and quickly read, the wet bulb first. This reading 
is kept in mind, the psychrometer immediately whirled again and a 
second reading taken. This is repeated three or four times or more 
if necessary, until at least two successive readings of the wet bulb are 
found to agree very closely.” Instead of whirling the psychrometer, 
the air may be blown over the thermometers. Such a procedure has 
been described by Rohwer.* During subfreezing temperatures the 
water in the muslin is likely to freeze, causing some difficulty in 
the use of this method. It is claimed, however, that the proper results 

* Measurement of Evaporation from Land and Water Surfaces,” U. S. Dept. Agr. 
Tech. Bull. 817, May 1942. 

* C. F. Marvin, ‘Tsychrometric Tables for Obtaining the Vapor Pressure, Rela- 
tive Humidity and Temperature of the Dew Point,” V. S. Dept. Agr., Weather 
Bureau 235, 1937. 

♦“Evaporation from Free Water Surfaces,” V. S. Dept. Agr. Tech. Bull. 271, 
December 1931. 
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Fig. 1 8 . Friez pocket sling psychrom- 
eter. Courtesy Bendix Aviation Corp. 



may still be obtained by whirling the ice-covered bulb until its mini- 
mum temperature is reached.® 

The fourth method of measuring atmospheric moisture content is 
by means of hygrometers. Hygroscopic fibers such as hair increase 
in length when the relative humidity increases and shrink when it 
decreases. By careful calibration a group of such fibers attached to 
an indicator arm may be made to register relative humidity. Such 
instruments lend themselves very readily to obtaining automatic 
continuous records of relative humidity. They must, however, be 
recalibrated frequently since they tend in time to deviate from their 
original calibration. 

Variations in Humidity 

The amount of water vapor present in the atmosphere varies con- 
stantly with respect both to place and to time. The major controlling 

®C. F. Mar\^in, “Psychrometric Tables for Obtaining the Vapor Pressure, 
Relative Humidity and Temperature of the Dew Point,” V. 8. Dept, Agr. 
Weather Bureau 235, 1937. 
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Fig. 19. 


factors are temperature and source of supply. Because the oceans 
provide the principal supply, the greatest concentration occurs near 
the surface of the ocean in the tropics. Concentration decreases with 
altitude, with latitude, and with distance inland from the seashore. 
This fact is illustrated in Fig. 19,® which, for the United States, shows 
the average water content of the atmosphere from the surface to an 
elevation of 8 km. 

Absolute humidity decreases rapidly with altitude. Approximately 
one half of the total moisture content of the atmosphere occurs within 
1 mile of the earth^s surface. Vapor is carried aloft by ascending 
air currents. The principal process by which such currents are pro- 
duced is through convective action, and at the higher altitudes this 
action becomes feeble. 

The variation of the water content of the atmosphere with eleva- 
tion is illustrated by the values in Table 5.® These values show the 
water content of successive layers from the surface to an elevation of 
8 km, at St. Paul and Minneapolis, Minnesota. The values in Table 6 
also illustrate the variation of atmospheric moisture from month to 
month during a year. Data from this table, together with similar 
data for 28 other locations, were used to prepare the average annual 
curves shown in Fig. 19. 

•U. S. Weather Bureau, ^^Mean Precipitable Water in the United States,” 
Tech, Paper No. 10, 1949. 
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TABLE 5 

Mean Precipitable Water (Inches) 

St. Paul and Minneapolis, Minn. 

Elev. 225 miles Sept. 1939-July 1940 Jan. 1941-Dec. 1943 

Layer 


(km) 

J 

F 

M 

A 

M 

J 

J 

A 

s 

0 

N 

D 

Sfc-0.6 

0.018 

0.022 

0.031 

0.055 

0.082 

0.125 

0.148 

0.148 

0.093 

0.063 

0.039 

0.028 

0.5-1 

0.036 

0.161 

0.054 

0.095 

0.136 

0.206 

0.225 

0.224 

0.151 

0.108 

0.068 

0.051 

1-1.5 

0.036 

0.038 

0.046 

0.078 

0.117 

0.174 

0.187 

0.188 

0.128 

0.085 

0.055 

0.044 

1.5-2 

0.035 

0.033 

0.037 

0.066 

0.098 

0.147 

0.158 

0.156 

0.106 

0.075 

0.045 

0.037 

2-2.5 

0.029 

0.029 

0.031 

0.055 

0.083 

0.110 

0.131 

0.119 

0.084 

0.059 

0.037 

0.031 

2.5-3 

0.024 

0.024 

0.026 

0.043 

0.067 

0.089 

0.097 

0.097 

0.067 

0.050 

0.030 

0.026 

3-4 

0.036 

0.035 

0.038 

0.063 

0.093 

0.125 

0.136 

0.136 

0.094 

0.071 

0.044 

0.038 

4-5 

0.022 

0.022 

0.023 

0.038 

0.054 

0.077 

0.083 

0.085 

0.059 

0.044 

0.029 

0.025 

5-^ 

0.013 

0.012 

0.014 

0.022 

0.031 

0.046 

0.051 

0.050 

0.035 

0.026 

0.017 

0.014 

6-7 

0.006 

0.006 

0.007 

0.012 

0.017 

0.025 

0.030 

0.029 

0.020 

0.014 

0.009 

0.008 

7-S 

0.003 

0.003 

0.004 

0.006 

0.009 

0.014 

0.017 

0.016 

0.010 

0.007 

0.005 

0.004 

Sfc-8 

0.258 

0.385 

0.311 

0.533 

0.787 

1.138 

1.263 

1.248 

0.847 

0.602 

0.378 

0.306 


W. H. Dines^ gives the following data bearing on this subject. 

1. Humidity records obtained from 250 registering balloons sent 
up over England and continental Europe show that the average 
moisture content of the atmosphere in winter, in terms of equivalent 
rainfall, varies between 0.25 in. and 0.80 in. with an average of about 
0.40 in.; whereas in summer the mean is about 0.80 in. and ranges 
between 0.50 in. and 1.50 in. Therefore it appears that in summer 
the moisture content is just about twice as great as in winter. 

2. The total depths of water contained in a column of saturated 
aqueous vapor at various temperatures are given in the following 
table. In this it is assumed that the maximum vapor pressure exists 
throughout and that the reduction in temperature is 10° F per kilo- 
meter of height, which is about the average normal rate prevailing in 
the lower strata. 


Ground Temperature 
in®F 
80 
70 
60 
50 
40 
30 
20 


Total Contents 
in in. 

2.86 

1.90 

1.24 

0.84 

0.53 

0.33 

0.18 


T Symon*8 MeteoroL Mag., October 1918, pp. 96-97. 
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It should be kept clearly in mind that the previously stated figures 
represent, for the given ground temperatures and for the normal lapse 
rate, the total water content of the atmosphere when saturated. Alone, 
they provide no indication whatever of the amount of rainfall to be 
expected from such an air mass. As a niatter of fact, there is no 
relationship between the amount of moisture in the air over any given 
area and the resulting precipitation. For instance, it is not uncom- 
mon for the atmosphere over the arid regions of the Southwest to 
contain a greater amount of moisture during any given period than 
is contained over an equal area in the North Central States; never- 
theless there may be no precipitation in the first area and an abundance 
in the other. As an illustration, at El Paso, Texas, the average mois- 
ture content is nearly the same as at St. Paul, Minnesota (see Fig. 19). 
Yet at El Paso the mean annual precipitation is less than 8 in., whereas 
at St. Paul it is about 26 in. (see Fig. 25). 

The foregoing tabulation, however, brings out the fact that the 
amount of rain that can fall at any given place is definitely limited, 
unless the supply is replenished from outside sources. For instance, 
with a ground temperature of 80° F, even though the air were com- 
pletely saturated at the beginning and every drop of moisture in it 
were condensed and precipitated, the total resulting rainfall would be 
only 2,86 in. Actually, greater rains often occur at temperatures of 
80° F or less. It thus appears that such rains must be supplied by 
inflowing winds from other areas. 

Condensation 

Condensation of atmospheric vapor results, in general, in the forma- 
tion of clouds, but not all clouds produce precipitation. Close 
observation of small clouds on a hot day often reveals that they 
gradually grow smaller and smaller and finally disappear as a result 
of evaporation. It is, therefore, necessary to distinguish between 
the conditions that produce condensation and those that result in 
precipitation. 

Condensation may result from any one or more of four principal 
causes, viz. : 

1. Dynamic or adiabatic cooling. 

2. Mixture of two air masses of different temperatures. 

3. Contact cooling. 

4. Radiational cooling. 

Several other processes produce condensation but are of minor impor- 
tance. Condensation resulting from mixing, contact, and radiational 
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cooling occurs at such feeble rates that it seldom produces precipita- 
tion. Contact and radiational cooling cause the formation of dew, 
frost, and fog. The most important condensation process is adiabatic 
cooling, because it is the cause of nearly all precipitation. 

Types of Precipitation 

When unsaturated air at or near the earth’s surface is carried to 
higher levels, either through convection or through other means, 
expansion will occur due to the reduction of pressure with altitude. 
Except near the earth’s surface this expansion is adiabatic, meaning 
that no heat is added to the air from outside sources, and none is 
subtracted from it. However, its temperature is lowered because of 
the heat energy that is transformed into work in the process of expan- 
sion. This reduction in temperature is called dynamic or adiabatic 
cooling. It is the principal cause of condensation and is directly 
responsible for practically all rainfall. 

Therefore it appears that a rising air column is a necessary ante- 
cedent to precipitation. It naturally follows that precipitation may 
be classified in accordance with the conditions that produce such a 
rising column, of which there are three: 

1. Convectional. 

2. Orographic. 

3. Cyclonic. 

Convectional precipitation is most common in the tropics but fre- 
quently occurs at many places in the United States during the 
summer. ^On a hot day the ground surface becomes heated unequally 
as does the air in contact with it. This causes the air to rise^ expand, 
and cool dynamically, causing condensation and precipitation.^ 

If because of a topographic barrier, moisture-laden air is forced to 
rise to higher levels, expansion, cooling, and precipitation follow. 
Where conditions are favorable for the production of this orographic 
rainfall, as it is called, the heaviest precipitation occurs. For instance, 
where the prevailing winds, heavily laden with moisture from the 
Pacific,/strike the western slopes of the coast ranges in Washington 
and Or^on and ^re thereby forced to ris4 the areas having the highest 
precipitation in the United States are to be found. Here is a region 
having a mean annual precipitation of over 100 in. (similar conditions 
are to be found at many other places such as the Philippines, the East 
Indies, and on the southern slope of the Himalayas near the head of 
the Bay of Bengal in India, where, at Cherrapunji, the average annual 
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rainfall is nearly 600 in. Air may also be forced to rise when it passes 
from a water to a land area, without the aid of a mountain barrier. 
If in winter or at night, when the land is cooler than the water, 
moisture-laden air is carried over the land, two factors combine to 
produce precipitation: (1) the temperature of the air is lowered 
through contact with the cooler land and may be reduced below the 
dew point; (2) because of the greater roughness of the land surface, 
air turbulence and friction are increased, the velocity is retarded, and 
the depth of the air current is increased, forcing the upper air to rise 
and cool dynamically. Although relatively flat areas adjacent to large 
bodies of water oftentimes receive precipitation from these causes, 
these areas are not subject to such excessively high annual precipita- 
tion as noted above, i 

Especially throughout the central part of the United States th^ 
major portion of the precipitation is cyclonic in character. Cyclones 
are of two general classes, tropical and extratropical, so called depend- 
ing upon whether they occur within or beyond the tropics. Inasmuch 
as all cyclones occurring in the United States are of the extratropical 
variety, this kind alone will be considered. When the word cyclone 
is used it will be understood to refer to the extratropical type. These 
cyclones are seldom destructive. A typical cyclone is a large whirling 
mass of air ranging from 500 miles to 1000 miles or more in diameter 
and normally having a velocity of about 30 miles per hour. At the 
center of this mass the barometric pressure is low; in the Northern 
Hemisphere the air approaches the center spirally in a counterclock- 
wise direction with a vertical component. The central portion acts 
as a chimney through which the air rises, expands, cools dynamically, 
and produces condensation and usually precipitation. 

In the United States, cyclones have certain fairly well-defined paths 
of travel. The most frequented path is that of those originating in 
northwestern United States and southwestern Canada which travel 
eastward along the Canadian border, dipping somewhat to the south 
as they approach the Great Lakes, and then passing out through the 
St. Lawrence valley. Some others having the same origin are deflected 
to the south in the general direction of the Gulf of Mexico. Numerous 
other paths are less frequently followed, but practically all are charac- 
terized by having a decidedly easterly component to their general 
direction. It usually requires about 4 days for one of these storm 
centers to cross the United States. The average speed of travel is 
about 30 miles per hour. 

The approach of a cyclone is heralded by increasing cloudiness, 
rising temperature, a falling barometer, and shifting winds. If the 
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path of the storm lies to the north of the observer, the wind usually 
sets in from the southeast and then shifts around to the south, the 
west, and finally the northwest. If the path is south of the observer, 
the wind at the beginning is from the northeast, then the north, the 
west, and finally from the southwest. Precipitation is usually confined 
to the southwest quadrant of the cyclonic area. With the passing of 
the storm center the temperature falls, the barometer rises, and the 
skies clear. 

Cause of Cyclones 

Numerous explanations of causes and conditions essential to the 
production of a cyclone have been advanced. The theory that has 
gained widest acceptance may be called the air-mass concept. Al- 
though it is not susceptible of definite proof and leaves unexplained 
certain features of cyclones, it appears to provide the most satisfactory 
and plausible explanation of these phenomena that has been proposed 
to date. For a clear understanding it is necessary first to review 
briefly the general atmospheric circulation. 

At and near the thermal equator lies a belt perhaps 30° in width, 
throughout which, because of the more direct rays of the sun, the air 
near the earth^s surface is heated, rises, expands, cools dynamically, 
and releases a portion of its moisture in convectional precipitation. 
It is important to keep in mind, however, that only that portion of 
the total moisture is precipitated that is in excess of its dew-point 
content after expansion. In other words, after this air has released 
its convective precipitation and has started its journey poleward, it is 
still relatively warm and is laden with moisture. 

The lower atmosphere near the equator rotates about the earth^s 
axis with nearly the same velocity as the earth's surface itself. Be- 
cause of the diminishing diameter in the higher latitudes and, there- 
fore, the lower linear velocity of rotation of the earth's surface, this 
air from the tropics flowing poleward has a greater easterly component 
of velocity than has the earth's surface, and hence to an observer on 
the ground it appears to be moving in a northeasterly direction. The 
northerly limits of such an air mass is called a warm front. In a 
similar manner, as the descending cold dry air in the polar regions 
spreads out and starts flowing toward the equator, it has an easterly 
velocity that is less than that of the earth's surface over which it 
flows, and, hence, to an observer it appears to be coming from the 
northeast. The, southerly boundary of such an air mass is called a 
cold front. A warm front is, therefore, one in which warm air replaces 
colder air, whereas in a cold front the opposite occurs. 
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The surface separating the warm air mass and the cold air mass is 
called a frontal surface. In the Northern Hemisphere the frontal 
surface slopes upward toward the north, the air above the surface 
being warm, moist, and light, while that below is cold, dry, and heavy. 
For normal conditions in the middle latitudes, Petterssen” gives the 
slope of this surface as being approximately 1 in 100. In a cold front, 
the moving cold air is in contact with the earth so that the layers of 
air nearer the ground are retarded by friction and turbulence, causing 
a relatively steep frontal surface (Fig. 20a). Thus the warm moist 
air is forced to rise abruptly, producing intense rains over small areas. 
The lower strata of warm air in a warm front are also retarded, but 
in this instance the effect is to produce a flattened slope (Fig. 20fe). 
As a result, the moist air rises relatively slowly, the rainfall being 
spread over a large area. Hence, cold fronts produce intense storms 
that cause greatest floods on small drainage basins, whereas warm 
fronts are accompanied by more widespread storms that are produc- 
tive of the maximum floods on large drainage basins. 




Fig. 30. After Petterssen. By per- 
mission from Introduction to Mete- 
orology, by Sverre Petterssen, copy- 
righted 1941 by McGraw-Hill. 


(b) 



?S. Petterssen, Introduction to Meteorology, McGraw-Hill, second edition, 

1958. 
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Coldatr 




Warm air 
(a) 



(b) 


Cold air 



Pig. 21. After Pettersaen. By permission from Introduction to Meteorology, 
by Sverre Petterssen, copyrighted 1941 by McGraw-Hill. 


Assume now that two air masses approach each other in the 
Northern Hemisphere, one from the tropics and the other from the 
polar regions. By the time they meet between latitudes 30° and 60° 
they will be moving nearly in easterly and westerly directions respec- 
tively. In Fig. 21a let Imn represent the intersection with the ground 
of the frontal surface separating the two air masses. It is now seen 
that this surface is a surface of discontinuity not only with respect to 
temperature, density, and moisture content but also with respect to 
velocity. It is this last feature that explains the formation of cyclones. 
The shear stresses and turbulence occurring at the surface of discon- 
tinuity tend to cause waves as shown in Figs. 216 and 21c. The entire 
wave is moving to the right, Im being a cold front and mn a warm front. 
In its later stages the cold front gradually overtakes the warm front as 
shown in Fig. 21 d, thus forcing upward the warm moist air that occu- 
pied the intervening space to form what is called an occluded front. 
A section through an occluded front is shown in Fig. 20c. When the 
wave has developed to the stage shown in Fig. 21ci it is called a cyclone. 
Petterssen states that the time required for the cyclone to develop to 
the stage shown in Fig. 21c usually requires 12 to 24 hr, while the 
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remaining stages require 2 to 3 days. In the final stages the cyclone 
is simply a large mass of whirling air (Fig. 216) which gradually 
dissipates its energy by means of shear. 

The preceding discussion was presented for the purpose of giving 
the reader an elementary knowledge of cyclones. For a more complete 
and detailed presentation of this subject the reader is referred to 
Petterssen,® from whom this discussion was largely taken, or to any 
other standard textbook on meteorology. 

Thunderstorms 

Ordinarily the most intense rainfalls that occur on small areas are 
the result of thunderstorms. This type of storm occurs in all parts 
of the earth, although its frequency decreases rapidly from the tropics, 
where there may be as many as 200 per yr, toward the polar regions, 
where the average occurrence is less than once a year. They are also 
more common over land and in mountainous regions than over water 
and in level country. In the United States, thunderstorms range in 
frequency from about 60 per yr in the Gulf States to about 15 to 20 
per yr along the Canadian boundary, except on the Pacific Coast 
where they occur on an average of only about twice a year. 

When a thunderstorm first develops, it usually covers but a small 
area, perhaps not more than 3 or 4 square miles. As it advances it 
spreads out so that the area covered is pear-shaped. The average 
life of a thunderstorm is about 6 hr, at the end of which time the 
frontal length is oftentimes between 50 and 100 miles with a depth 
about half as great. Their usual travel is from west to east and with 
an average velocity of about 30 miles per hour. They most frequently 
occur in the southern quadrants of a cyclonic low. 

The most outstanding characteristic of a thunderstom is a strong 
vertical air current supporting a cumulus cloud with a cauliflower- 
shaped head. Within this characteristic feature is contained a clue 
to the cause of the thunder and lightning and the heavy downpour of 
rain that accompanies these storms. It has been experimentally deter- 
mined that raindrops, regardless of size, cannot fall through air of 
normal density at velocities greater than about 18 miles per hour. 
Large drops, upon attaining this velocity, break up into smaller 
drops whose speeds cannot, because of friction, exceed this limiting 
value. It has also been demonstrated by Simpson^® that the breaking 
up of raindrops is productive of electrical energy, some of the drops 

•/Wd. 

C. Simpson, ^Thysics of the Air,” Mem, Indian Meteorol, Dept,, Simla, 

India. 
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becoming negatively charged and some positively. Suppose that in 
the turbulent air of a cumulo-nimbus cloud, raindrops form and start to 
descend. Caught in a strong vertical updraft they are broken into 
smaller drops and carried back to higher levels where they again 
coalesce and start to descend, only to repeat their previous experience. 
Throughout this time the cloud water content is being constantly 
increased by the condensation from the rising air current. However, 
this process cannot go on indefinitely. Eventually, unless other proc- 
esses have developed in the meantime, the weight of the water being 
supported will retard the rising air current enough to permit the rain 
to descend. This descent is accompanied by thunder and lightning, 
usually, however, only after an abundant supply, sufficient to produce 
an intense downpour, has been stored up. 

The Formation of Raindrops 

It has been previously mentioned that condensation does not neces- 
sarily cause precipitation. Condensation forms fog or clouds which 
consist of small droplets of water having an average diameter according 
to Petterssen^^ of 40 microns. Raindrops, on the other hand, have 
diameters varying from 500 to 4000 microns. It follows that 
some process which will increase the size of the drops is necessary 
before precipitation will occur. Petterssen indicates that there are 
two principal methods by which precipitation is thought to occur. 
The more important one, known as Bergeron^s theory, requires that 
particles of ice and droplets of water, cooled below freezing tempera- 
ture, be mixed in a cloud. For subfreezing temperatures the saturation 
vapor pressure is lower at an ice surface than at a water surface. The 
air in the cloud will have a vapor pressure somewhere between these 
two saturation pressures. As a result the water droplets will evaporate 
and at the same time condensation will occur on the ice particles. 
Large droplets are thus built up which begin to fall. In falling they 
collide and combine with other droplets to further increase their 
size. 

A second process of forming raindrops which does not require sub- 
freezing temperatures consists of mixing warm and cold droplets 
together. Here again the vapor pressure of the air would be between 
the saturation vapor pressures of the warm and cold droplets. As a 
result, the warm droplets will evaporate, and at the same time con- 
densation will occur on the cold drops. Showers produced by this 
method are usually quite light. 

Petterssen, Introduction to Meteorology, McGraw-Hill, second ed., 1068. 
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Meofurement of Roinfall 

In the United States daily measurements of rainfall are made at 
About 12^800 Weather Bureau stations. At about 3500 of these stations 
automatic continuous recorders provide records not only of the total 
daily precipitation but also of the intensity variations throughout the 
day. At the remainder, which are known as cooperative stations, 
observers read and record daily only the total precipitation for the 
preceding 24 hr. 

Unfortunately observations are not made at a certain fixed hour. 
Most of the measurements are made in the late afternoon, usually 
about sundown, and are recorded as the precipitation for that day, 
although actually they represent the amount that fell during the pre- 
ceding 24 hr. The records obtained at all automatic recording stations, 
and at a few others usually located at power plants, represent the 
precipitation occurring from midnight to midnight. An additional few 
observers make their readings in the mornings and record them as 
the precipitation falling on the preceding day. It is seen from the 
previous statements that at three adjacent stations, a 24-hr rain that 
may have fallen, let us say, on June 2, might be recorded at one station 
as having fallen on June 1 and 2, at another on June 2 and 3, and at 
a third on June 2 only. 

Because of this situation, in determining the mean depth of rainfall 
on an area for each day of a storm, it is necessary to adjust the 
precipitation records obtained at some of the stations so that the 
daily values for all the stations will be for the same 24-hour period. 
For instance, assume that the following records are available from 
southeastern Michigan. 



Detroit* 

Eloise 

Monroet 

Ypsilanti 

Ann Arbor 

June 1 

0. 

0 . 

1.08 

0. 

0. 

June 2 

3.20 

2.35 

1.46 

1.72 

1.60 

June 3 

0. 

0.47 

0. 

0.33 

0.22 

Totals 

3.20 

2.82 

2.54 

2.05 

1.82 


• Recording gage; records are from midnight to midnight, 
t Readings are taken at 8 a.m. and recorded for the day preceding. All other 
readings are made at about sundown and are for the preceding 24 hr. 

In this case, as usual, most of the records cover the period from 
sundown to sundown. It is, therefore, easiest to adjust the other 
records to cover the same period. If the Detroit continuous record 
were available, from it the total catch prior to sundown could be 
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determined and this would be taken as the rainfall at Detroit for 
June 2 and the remainder would be considered as having fallen 
on June 3. If the continuous record at Detroit were not at hand, 
then Eloise is the nearest station, and its records would be used for 
prorating the total Detroit catch between June 2 and June 3, giving 
2.67 in. for June 2 and 0.53 in. for June 3. To determine the Monroe 
rainfall for the same periods beginning and ending at sundown, the 
Eloise and Ypsilanti records are used because they are about equi- 
distant from Monroe, and both are nearer than Detroit and Ann Arbor. 
On the average, 84 per cent of the rain that fell during this storm at 
Eloise and Ypsilanti fell before sundown on June 2, and 16 per cent 
fell after that time. Prorating the total Monroe catch on this same 
basis results in 2.12 in. for June 2 and 0.42 in. for June 3. Although 
of course values thus obtained will not be exactly correct, they will 
seldom be greatly in error. 

Nonrecording Rain Gages. At the cooperative stations, standard 
U. S. Weather Bureau rain gages such as those shown in Fig. 22 arc 
used. This gage consists of a can, B, 8 in. in diameter and 24 in. deep. 
Fitted over the top is a copper receiver, A, whose top rim is a knife edge. 
The bottom consists of a funnel that carries the water into the brass 



Receiver 



Pig. 22. 
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measuring tube, C, A measuring stick 24 in. long by % in. wide and 
about Ys in. thick completes the equipment. The cross-sectional area 
of the measuring tube minus the cross-sectional area of the measuring 
stick is exactly one tenth of the area of the opening of the receiver; in 
other words, the measured depth of water in the tube is ten times the 
actual depth of rainfall. The tube filled with water and containing 
the measuring stick therefore represents 2 in. of rainfall. If the day^s 
rainfall exceeds 2 in., the excess overflows into the 8-in. can. In such 
cases, when the observer makes his reading he first submerges the 
measuring stick, empties the measuring tube, and then pours this 
excess into the tube for measurement. 

Recording Rain Oages. Although there are a number of different 
types of recording rain gages, only three have gained widespread use, 
(1) tipping bucket, (2) weighing, and (3) float. 

For years the tipping-bucket gage has been commonly used. This 
gage consists of a bucket that is divided into two compartments so 
arranged that when the one is filled the bucket tips, empties, and 
brings the other into position. When it in turn is filled, it tips back 
to its original position, and so on. The bucket is electrically con- 
nected with a recorder so that, inasmuch as 0.01 in. of rain on the 
opening of the receiver fills a compartment, each tipping records 0.01 in. 
of rainfall. 

There are two principal objections to this type of gage. In the first 
place, if the buckets are designed to tip at exactly the right instant 
for any given intensity of rainfall, because of inertia they will tip 
either too soon or too late for other intensities. As a result, both the 
intensity and the total rainfall recorded will be in error, except during 
the period when that one given intensity prevails. The total rainfall, 
as determined from the record at the end of the day, can be corrected 
by measuring the water that has been dumped by the buckets into the 
bottom of the gage. The intensities can be corrected by judiciously 
distributing the total error among the different periods when the 
intensity as recorded exceeded the intensity for which the gage was 
designed. The other objection to this type of gage is based upon the 
inconvenient form of the record obtained. When the intensity of rain- 
fall is high, the bucket tips so rapidly that the jogs in the record tend 
to overlap and blend into one broad solid line, making it difficult if 
not impossible to read. Furthermore, the determination of the inten- 
sity for any given period necessitates the counting of the jogs in the 
record during that period. 

Another type of recorder known as the weighing gage is widely used. 
In this instrument, illustrated in Fig. 23, the receiver rests on a weigh- 
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Fig. 23. Stevens snow-rain 
recorder. Courtesy Leupold 
and Stevens Instruments. 



ing scale which actuates a pen that draws a graph in the form of a 
mass diagram of the rainfall. Such a record is shown in Fig. 24. Inas- 
much as in this graph the abscissas represent time and the ordinates 
represent inches depth of rainfall, the slope of the graph with respect 
to the horizontal axis gives the intensity of the rainfall. It is, there- 
fore, an easy matter to determine from the graph the average intensity 
of rainfall for any given period. As an illustration in Fig. 24 the total 
rainfall up to 2:25 p.m was 0.58 in.; at 2:35 p.m it was 1.09 in.; hence, 
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Pig. 24 . 


in this 10-min period a depth of 0.51 in. fell, and the average rate 
was therefore 3.06 in. per hr. This method of measuring both the 
intensity and the total rainfall is believed to give more accurate 
results than can be obtained by the tipping-bucket type of gage, and 
its use is becoming more general. 

The float gage is quite similar to the weighing gage. The pen is 
actuated by a float on the water surface in the receiver in the same 
manner as for the water-stage recorders described in greater detail 
in Chapter 12. The record produced by this gage is also in the form 
of a mass diagram as illustrated by Fig. 24. 

I Use of Radar* Techniques have been developed'^ for using radar 
las an aid in the measurement of rainfall. Although some quantitative 
‘detern^atiohs can be made by means of radar, its principal value is 
in th^'df termination of the areal extent, orientation, and movement 
of rain Storms. This method is usually used to supplement data 
obtained from a network of rain gages.^® 

Measurement ef Snowfall 

The equivalent depth of water contained in any snowfall may be 
found by melting a sample obtained at a point where no drifting has 
occurred. The 8-in. rain-gage cylinder is inverted and used as a 
cookie cutter in obtaining the sample. A measured quantity of hot 
water is poured into the can, the snow is melted, and the mixture is 
measured in the brass tube. The difference between these measured 
quantities is the depth of water precipitated. 

^^Proceedings, Conference on Water Resources, Part III Radar- Weather, BwW. 
41, Illinois State Water Survey, 1952. 

A. Hunt, R. G. Semonin, S. A. Changnon, Jr., and D. M. A. Jones, 
"Severe Rainstorms in Illinois,” RepU of Investigation No. 25, Illinois State 
Water Survey, 1958. 
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At cooperative U. S. Weather Bureau stations, the usual practice 
is to melt the catch obtained in the standard 8-in. cylinder with the 
receiver and measuring tube removed. Usually this method gives 
results that are too low because of the effect of the wind in deflecting 
snow over and around the gage. Several different types of shields 
have been devised for the purpose of eliminating this error. 

Annual Precipitation 

Figure 25 is a map showing the variation in the mean annual 
precipitation in the United States as prepared by the U. S. Weather 
Bureau. It may be seen that the highest precipitation occurs along 
the northern Pacific coast where values in excess of 100 in. are not 
unusual. Just east of the coastal mountain ranges there lies a belt of 
very low annual rainfall, varying from 5 to 10 in. From this region 
eastward through the Rocky Mountain area the precipitation is 
irregularly distributed, with small areas of relatively high rainfall 
but for the most part less than 20 in. East of the Rockies, beginning 
at about the 101st meridian, the annual precipitation increases in an 
easterly and southerly direction culminating in values ranging from 
40 to 64 in. along the Gulf coast, and in some mountainous areas. 
Records obtained by the U. S. Forest Service show annual values as 
great as 80 in. at several places in the highest mountains. It is 
interesting that the 101st meridian, running from Texas to the 
Dakotas, corresponds approximately to the 20-in. rainfall line as well 
as to the western boundary of the corn belt. 

Variations in Annual Rainfall 

With rainfall records covering only a limited period at any station, 
it is of course impossible to determine the true long-term mean. If 
the period covered by the records is more than 30 yr, however, the 
average does not depart greatly from the true mean. Alexander 
Binnie^^ made a study of the periodic variation in rainfall, and his 
findings are shown in Fig. 26 in the form of a curve giving the average 
percentage of deviation from the true mean for records whose lengths 
are shown as abscissas. For instance, according to this figure any 
record 5 yr in length is likely to be nearly 15 per cent in error; a 
record 10 yr in length is probably within 8.2 per cent of the true mean ; 
one 20 yr in length should be within 3.3 per cent of the correct value, 
and so on. Records 30 or 40 yr in length in all probability give the 

Alexander Binnie, “The Variation in Rainfall,’’ Proc. Inst. Civil Engrs, 
(London), Vol. 109 . 
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Duration of observations in years 


PI 9 . 26. 


true long-term mean rainfall with an average error of about 2 per cent, 
which is ordinarily near enough for all practical purposes. 

Binnie analyzed data from 26 stations having periods of observation 
of 50 to 69 yr, to obtain the values for the curves of Fig. 26 for 
durations of 5 to 36 yr. For the shorter durations (1 to 3 yr), the 
points on the curves are averages from 163 stations for periods varying 
from 33 to 97 yr. The rain gages were located in Europe, the United 
States, Canada, South America, Africa, India, Australia, and Asia. 
The values used in plotting the curves are averages for all the stations. 
Extreme differences from the average annual precipitation at indi- 
vidual stations were approximately 2.35 times as great as those shown. 
Binnie found no significant differences from the values presented in 
Fig. 26, either for different locations or for differences in average 
annual precipitation. 

As explained in the preceding paragraphs, the total annual rainfall 
occurring at any station i^ies greatly from year to year. Further- 
more these variations appear to be most irregular. The dotted line 
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in Fig. 27a represents the fluctuations in the annual rainfall at 
Lansing, Michigan, over a 90-yr period. From this graph it is difficult 
to judge whether there is any tendency for the rainfall to increase 
and decrease in a cyclic manner. In only one 5-yr period (from 1880 
to 1885) was the annual rainfall for every year appreciably above the 
average, and never were there 5 successive years below the average. 

If, however, a curve is plotted representing progressive 5-yr means 
as shown by the solid line in Fig. 27a, a somewhat different picture is 
presented. In the construction of this curve the value of 29.83 in. for 
1866 is the average of the total annual rainfalls for 1866 and for the 
two preceding and the two succeeding years. In a similar manner, the 
value of 30.78 in. for 1867 is the average for the 5 yr from 1865 to 1869 
inclusive. 

If one had only the records covering the period from 1870 to 1910 
he might draw the conclusion that there is a 20-yr cycle in rainfall. 
The subsequent records, however, do not indicate such cyclic variation. 
For instance in 1922 and 1923, at the very time that, if there are 
regular cycles, a peak should be occurring, the graph shows that there 
is actually less than average rainfall. Furthermore the progressive 
5-yr mean rainfall at Ann Arbor, Michigan, shown in Fig. 27, does 
not reveal any such 20-yr cycles. In this graph, peaks occur in 1882, 
1892, 1904, and 1918, with intervening periods of 10, 12, and 14 yr. 
The 5-yr progressive mean at Ann Arbor for 1918 lacks only a fraction 
of an inch of being the highest on record, whereas at Lansing the 
corresponding value is about the average. If there are any regular 
cyclic variations in rainfall, it seems but reasonable that the forces 
and causes controlling them must be vast and far-reaching in extent. 
Most assuredly they cannot be local, or all rainfall records, at least in 
a given locality, would necessarily exhibit the same cyclic variations. 
The fact that the records at different stations located not far apart 
oftentimes show strikingly different characteristics seems to present 
strong evidence that the variations in annual rainfall are very largely 
governed by chance and not by any universal law. 

In this connection attention might be called to the records obtained 
at Mt. Pleasant, Bay City, and adjacent cities in Michigan for 1911. 
At Mt. Pleasant the total recorded rainfall for this year was 16.31 in., 
the lowest in 40 yr of records. At Bay City, 45 miles from Mt. Pleas- 
ant, the corresponding rainfall was 46.67 in., the highest in 44 yr of 
records. At Midland, which is only 20 miles from Bay City, the total 
rainfall for 1911 .was 17.05 in.; and at Alma, less than 20 miles from 
Mt. Pleasant, it was 35.31 in. These figures well illustrate the large 
differences that oftentimes occur in the amount of rainfall experienced 
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at different stations not far apart and in an area throughout which 
the rainfall characteristics do not vary greatly. 

Mean Rainfall on Basin 

Three methods are commonly used for computing the mean rainfall 
on an area, viz., (1) arithmetic mean, (2) Thiessen mean, and 
(3) isohyetal method. As will presently appear, the first two are 
purely mechanical processes requiring no special skill or judgment; 
on the other hand, the results obtained by the third method, which 
perhaps should be the most accurate, depend for their accuracy upon 
the good judgment of the person making the computations. These 
methods may be used for determining the mean depth of rainfall on 
an area either during a storm or for any longer period such as a month, 
year, or period of record. 

Arithmetic Mean. As the name implies, this result is obtained by 
dividing the sum of the depths recorded at all the stations on the 
basin by the number of stations. If the stations are uniformly distrib- 
uted over the basin and the rainfall varies in a regular manner, the 
results obtained by this method will not differ appreciably from those 
obtained by either of the other methods. On the other hand, if records 
are available at a relatively few irregularly spaced stations and there 
is a large variation in rainfall over the area, the arithmetic mean is 
likely to differ considerably from the more accurate results derived 
by either of the other methods. 

Thiessen Mean.^^ In the application of this method, adjacent 
stations are joined by straight lines thus dividing the entire area into 
a series of triangles (Fig. 28). Perpendicular bisectors are erected 
on each of these lines, thereby forming a series of polygons, each 
containing one and only one rainfall station. The entire area within 
any polygon is nearer to the rainfall station contained therein than 
to any other, and it is therefore assumed that the rainfall recorded 
at that station should apply to that area. If P is the mean rainfall 
on the basin whose area is A, and Pi, P 2 • • * Pn represent rainfall 
records at the stations whose surrounding polygons have areas 
Ai, A 2 • • • An, then 

p — AlPl + A2P2 + • * • AnPn 
A 

or P = jPl + jP 2 + ••• jPn (2) 

A. H. Thiessen, ^Trecipitation Averages for Large Areas,” Monthly Wenther 
Rev., July 1911, p. 1082. 
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In constructing the triangles upon whose sides the perpendicular 
bisectors are erected, sometimes a question will arise as to which 
stations should form the vertices of a triangle. In Fig. 28, for instance, 
should the quadrilateral ABCD be divided into triangles by the line 
AC or JBD? Most frequently it is found that the correct line to be 
drawn is the shorter of the two diagonals, but this is not necessarily 
true, as in the present case. By drawing J5D, which is shorter than 
AC, it is found that the polygons enclosing A and C overlap, forming 
a quadrilateral onpm, in which onm is nearer to C than to A and the 
area npm is nearer A than C. By drawing the diagonal AC, however, 
this diflSculty is eliminated. Such cases can be determined only by 
trial. 

fsohyefof Mefhocf* In Fig. 29, isohyets, or contours of equal 
rainfall, have been drawn. By planimetering the areas between ailja- 
cent isohyets, the mean rainfall on the basin can be found from equa- 
tion 2, in which now Ai, A 2 ’ • • An are the areas between the successive 
isohyets and Pi, P 2 • * • Pi^. represent the mean rainfalls on the respec- 
tive areas. 
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To obtain best results from this method, however, good judgment 
is required both in drawing the isohyets and in assigning the proper 
mean rainfall values to the areas between them. If the entire area is 
subject to the same rainfall no special judgment is necessary in 
drawing the isohyets, but if, for instance, the upper part of the basin 
were a high plateau the isohyets should perhaps be drawn as shown 
in Fig. 30. To provide a comparison of the results obtained by the 
above methods, the mean rainfall for June 1946, as determined (1) by 
the arithmetic mean of the stations within the basin is 2.78 in.; 
(2) by the Thiessen mean, 2.97 in.; and (3) by the isohyetal method, 
3.08 in. If the isohyets were drawn as shown in Fig. 30, the mean 
would be 2.64 in. 

An advantage possessed by both the isohyetal and Thiessen methods 
arises from the fact that stations located a short distance beyond the 
boundary of a drainage basin are used in determining the mean rainfall 
on the basin, but their influence diminishes as their distance from the 
boundary increases. This is as it should be. On the other hand, in the 
arithmetic-mean method every station has equal weight regardless of 
its location. 



Fig. 39. 




84 


HYDROLOGY 



Supplementing Precipitation Records 

It is often necessary to supplement certain incomplete rainfall 
records by estimating values that are missing at one or more stations. 
Supplementation is necessary, for instance, if one wishes to compare 
the mean rainfall on two drainage basins for a certain period and finds 
that the records are complete and satisfactory except for one storm. 
Such a record can be supplied by interpolation on an isohyetal 
map that has been prepared from records at adjacent stations. For 
example, the rainfall at station X in Fig. 29 would be estimated 
as 2.2 in. 

For longer periods, as for instance a month or a year, it may be 
better to take into consideration the variation in the mean annual 
rainfall at the different stations. This can be done as follows. Suppose 
that for the period for which simultaneous records are available at 
A and B, the mean annual rainfall at A is 37.54 in. and at B it is 
40.20 in. For the year in which the records are missing at A, the 
rainfall at B is 38.87 in. If we let Pa equal the rainfall at A for this 
year, then 

Pa ^ yiM 
38.87 40.20 

and Pa = 36.30 in. 

If there are two or three other stations whose distance from A is about 
the same as that of B, we may follow the same procedure with them, 
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thus obtaining three or four estimated values of the weighted mean 
of which may be taken as the most probable value. 

Testing and Adjusting Precipitation Records 

If it is known that a particular rain gage has been moved and that 
at one of the locations the records are likely to be inaccurate, perhaps 
owing to the presence of trees or buildings, it is desirable to test the 
accuracy of the records and adjust them if necessary. This may be 
done by plotting the accumulated rainfall at the gage in question 
against the average accumulated rainfall of a number of other nearby 
gages which are influenced by the same meteorological conditions.^" 
An example of such a double-mass curve, presented by Kohler, is 


Accumulated seasonal precipitation at base stations (12-station mean), inches 



FI 9 . 31. 

C. F. Merriam, “A Comprehensive Study of the Rainfall of the Susquehanna 
Valley,” Trans. Am. Geophys. Union, pp. 471-476, 1937. 

Max A. Kohler, “On the Use of Double-Mass Analysis for Testing the Con- 
sistency of Meteorological Records and for Making Required Adjustments,” 
Bull. Am. Meteorol. Soc.. vol. 30, No. 5, pp. 188-189, 1949. 
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shown in Fig. 31. This curve shows two changes in slope, one at the 
end of 1917 and one near the end of 1934. If the rain gage was moved 
at about these dates, the curve can be expected to show the effects of 
the changes in location. It is, of course, necessary that the average 
of the group of gages used as a basis of comparison does not in itself 
have some inconsistency. Even though there is no reason to suspect 
that the values at one gage location are less accurate than those at 
another, it may be desirable to adjust the records to a single location 
for purposes of correlation with other hydrological data such as 
stream flow. In the example shown in Fig. 31, values from the earliest 
period of records were adjusted to the most recent period in the fol- 
lowing manner. When the gage was in its final location, the rainfall 
at the gage was 0.98 (the slope of the line in Fig. 31 from 1935 to 1945) 
times the average for the 12 stations. At its original location the rain- 
fall at the gage was only 0.79 times the average for the 12 stations. 
Therefore, the correction factor is 0.98/0.79 or 1.24. 

Frequency of Intense Rainfalls 

It often becomes necessary for the design of such structures as 
bridges, spillways, or culverts to determine the greatest rainfall that 
may be expected to occur with any given frequency. By frequency 
is meant the average recurrence interval of rains equal to or greater 
than a certain magnitude. For example, a 10-yr frequency for a 1-hr 
rain is that magnitude of hourly rainfall which can be expected to be 
equaled or exceeded ten times in 100 yr. It should not be construed 
that such rains will be separated by 10-yr intervals. It is much more 
likely that two or more will occur in any 10-yr period, and two or 
more may occur in one year or even in one month. 

Rainfall frequency is determined at any location by arranging all 
of the larger rains of the selected duration in order of decreasing size, 
assigning the number one to the largest rain, two to the second largest, 
and so on. Then the frequency (Tr) of any rain is given by the 
equation 

5P, = - (3) 

m 

in which t is the total number of years of record and m is the number 
of the rain. For example, if there were 30 yr of records at a certain 
gage, the rain having the number ten was equaled or exceeded ten 
times in 30 yr, and its average recurrence interval was 30/10 or 3 yr. 

It may be convenienl^^to present the magnitudes and frequencies of 
a series of rains graphically. An example of such a graph is shown 
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in Fig. 32. The values plotted are 24-hr summer rains and winter 
and spring rains at Detroit, Michigan. The magnitudes of the rains 
were determined from U. S. Weather Bureau records of daily precipi- 
tation in the manner described on page 98. The frequencies were 
determined from equation 3 as shown in Table 6, columns 1 through 4. 

One of the difficulties in frequency determinations is that recurrence 
intervals for the larger rains cannot be accurately determined. As an 
illustration, the largest 24-hr summer rain at Detroit has a frequency 
of 58 yr according to equation 3, and is plotted in that position in 
Fig, 32. However, this value is based on only one 58-yr sample. If 
during the next 58-yr period no rain equal to or greater than this one 
were to occur, its frequency would be computed as 116 yr. If, on the 
other hand, two rains larger than this one were to occur during the 
next 58-yr period, its frequency would be 39 yr. Thus it may be seen 
that the frequency of the largest rain, as determined from equation 3, 
must be considered as an approximation, since it is known that the 
correct value could, with equal probability, be larger or smaller than 
the computed value. 

Similar limitations apply in a decreasing degree to other rains having 
large recurrence intervals. In one study reported by the Weather 
Bureau,’® frequencies were determined from 56 yr of records, but by 
using only the last ten of the 56 yr. The 2-yr frequency rain deter- 
mined from ten years of records differed by 31 per cent from the value 
determined from the longer records. Furthermore, it was found that 
the magnitude of the rain which, on the basis of ten years of records, 
appeared to have a 2-yr frequency, had a recurrence interval of 4.5 yr 
on the basis of the entire 56 yr of records. 

U. S. Weather Bureau, ^‘Rainfall Intensities far Local Drainage Design in the 
United States,” Tech. Paper No. 24, Part I, 1955. 
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TABLE 6 


Number 
of Rains 
(m) 

t : 

Detroit 
= 58 Years 

Station- Year 
t = 1744 Years 

Recurrence 

Interval 

(Tr) 

in Years 

24-Hour Precip. 
in Inches 

Recurrence 

Interval 

(Tr) 

in Years 

24-Hour Precip. 
in Inches 

Summer 

Winter and 
Spring 

Summer 

Winter and 
Spring 

(1) 

(2) 

(3) 

(4) 

(6) 

(6) 

(7) 

1 

58 

4.75 

2.79 

1744 

6.81 

4.72 

2 

29 

4.51 

2.71 

872 

5.98 

4.56 

3 

19.3 

4.06 

2.62 

581 

5.47 

4.33 

4 

14.5 

3.51 

2.51 

436 

5.31 

1 4.00 

5 

11.6 

3.41 

2.49 

349 

5.30 

3.70 

6 

9.7 

3.36 

2.34 

291 

5.13 

3.65 

7 

8,3 

2.75 

2.16 

249 

4.96 

3.60 

8 

7.3 

2.70 

2.12 

218 

4.75 

3.57 

9 

6.5 

2.70 

2.10 

194 

4.70 

3.57 

10 

5.8 

2.63 

2.09 

174 

4.63 

3.55 

12 

4.8 

2.60 

2.04 

145 

4.58 

3.32 

14 

4.2 

2.61 

2.02 

125 

4.57 

3.19 

17 

3.4 

2.42 

1.93 

103 

4.41 

3.08 

20 

2.9 

2.38 

1.83 

87 

4.27 

3.04 

26 

2.3 

2.17 

1.69 

70 

4.18 

2.94 

35 

1.66 

1.83 

1.52 

50 

3.85 

2.70 

50 

1.16 

1,65 

1.34 

35 

3.53 

2.54 


Statisticians have attempted to find methods of plotting frequency 
data so that they will fall in a straight line, in the hope that such a 
line, established by the lower values, could be extended to larger 
return intervals. A number of such procedures have been summarized 
by Chow.^® Most methods of this kind are based on an assumed 
statistical distribution of the values. While any procedure which 
causes the plotted points to fall nearly on a straight line is helpful, 
it must be remembered that the points themselves represent the fre- 
quency relationship at a rain gage better than any assumed statistical 
arrangement. The authors have found the logarithmic plotting shown 
in Fig. 32 to be as satisfactory as any other method. 

V. T. Chow, ‘A General Formula for Hydrologic Frequency Analysis,” Trans. 
Am. Oeophys. Union, pp. 23^-r237, April 1951. 
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An extensive study of rainfall frequencies in the United States was 
made by the Department of Agriculture.*® Figures 33 and 34 are 
reproductions of two isohyetal charts from this publication. Similar 
graphs for frequencies varying from 2 to 100 yr and for durations 
varying from 5 min to 24 hr were also prepared. More recently, 
frequency studies were made at selected locations by the Weather 
Bureau.*^'** Care should be used in determining frequencies from 
generalized charts such as those shown in Fig. 33 and Fig. 34 or from 
studies at neighboring locations, because local conditions may cause 
differences in rainfall characteristics. If records are available, it is 
always better to make frequency studies with data obtained at the 
location where they are to be used. 

The station-year method^'^ has been used to estimate recurrence 
intervals which are longer than can be accurately derived from records 
of a single station. This method is based on the idea that all locations 
in a meteorologically homogeneous area (see page 91) will experience 
similar rainfall frequencies, and that if these stations are widely 
enough separated the total of the rainfall experiences at all of the 
stations will be similar to the experience of any one station, over a 
period of records equal to the sum of the periods at the individual 
stations. As an example, the maximum summer rains and winter and 
spring 24-hr rains at 37 stations located within 100 miles of Detroit 
were arranged in decreasing order, as shown in Table 6, columns 6 
and 7. The total duration of the records from the 37 gages was 1744 
yr. The frequencies shown in column 5 were determined from 
equation 3 and plotted in Fig. 32. It is of interest to note that the 
summer station-year curve falls below the summer curve for Detroit, 
whereas the spring curves are in close agreement. This is because the 
summer rainfall at Detroit is greater than that of the surrounding 
locations. For example, the frequency curve for Port Huron, which 
is approximately 60 miles from Detroit, agrees very well with the 
station-year curve. Even though the summer station-year curve is 
not in close agreement with the Detroit curve, it is of great value as 
a guide in the extension of the Detroit curve to large recurrence 

20 David L. Yarnell, “Rainfall IntenBity-Frequency Data/’ IJ. S. Dept. Agr. 
Misc, PubL No. 204, 1935. 

21 U. S. Weather Bureau, “Rainfall Intenaity-Duration-Frequency Curves,” 
Tech. Paper No. 25, 1955 

22 U. S. Weather Bureau, “Rainfall Intensities for Local Drainage Design in the 
United States,” Tech. Paper No. 24, Parts I and II, 1953 and 1954. 

28 Katharine Glarke-Hafstad, “Reliability of Station-Year Rainfall-Frequency 
Determinations,” Trans. A.S.C.E., p. 033, 1942. 
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Plg< 34. Thirty-minute raini^, in inches, to be expected once in 2S yr. Yamell. 
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intervals. It should be noted that the largest rain plotted on the 
station-year curves has a recurrence interval of 349 yr, and that there 
are five 349-yr samples available for this analysis. 

Relation between Storm Frequency and Mean Annual Rainfall 

If throughout any area the probability of occurrence of a storm of 
any given intensity is the same at every point, that area is said to be 
meteorologically homogeneous. Everywhere in such an area the rain- 
fall expectancy is the same. Inasmuch as the annual rainfall is the 
total depth of the rains of all different intensities, it necessarily follows 
that if everywhere throughout a given area or in two different areas 
the frequency of storms of all different intensities is the same, the 
average annual rainfall must also be the same at all points within 
such areas. The converse of this proposition is not necessarily true, 
however, because on two different areas having the same total annual 
rainfall those totals may be made up of an infinite number of combina- 
tions of depths of rains of different intensities. As an illustration, in 
southwestern United States and in north central Canada there are 
areas in each of which the mean annual rainfall is 20 in. In south- 
western United States this total depth of 20 in. usually results from a 
few storms of short duration but of high intensity, whereas in north 
central Canada the corresponding total is usually the result of a much 
greater number of storms of longer duration but of lesser intensities. 
These two areas, therefore, have the same mean annual rainfall but 
are not meteorologically homogeneous. 

^ {The same factors affect and determine the mean annual rainfall of 
an area as affect its meteorological homogeneity. These factors are as 
follows: 

1. Distance from the ocean, 

2. Direction of prevailing winds. 

3. Mean annual temperature. 

4. Altitude. 

5. Topography. 

These influences are more or less interdependent. For instance, 
normally, with prevailing winds from the ocean, the mean annual 
rainfall will be high near the shore and, except when the topography 
is steep and precipitous, will decrease slowly toward the interior. 
However, if the prevailing winds are from the land to the sea, the 
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mean annual rainfall will not be excessive even near the shore, and 
the effect of the ocean^s presence will not be noticeable for any con- 
siderable distance inland. 

The condition most favorable for a high mean annual rainfall and 
likewise for a high frequency of intense storms is found on the ocean 
side of a mountain range near the coast, in the tropics, at an altitude 
of 4000 to 6000 ft and with the prevailing winds from the sea. Without 
the mountain range or without the presence of the ocean, with lower 
mean annual temperature, with lower altitude, or with a different 
direction of prevailing winds, the frequency of intense storms and the 
mean annual rainfall would be correspondingly reduced. 

Because of the interrelationship existing between these various influ- 
ences it is impossible with our present limited knowledge to express 
quantitatively the effect that each of these factors has upon mean 
annual rainfall and frequency of intense storms. The best that can 
be done at present is to recognize the existence and character of these 
various influences and thereby, with the aid of mean annual rainfall 
records, determine whether or not two different areas are meteorologi- 
cally homogeneous. In all probability if two stations have the same 
average annual precipitation and the same average number of days 
of rainfall per year, they are meteorologically homogeneous. 

Intensity-Duration Curves 

The use of precipitation data for hydrological purposes requires 
information concerning magnitudes of rains of various frequencies 
and for specific durations. The relationship between duration, in- 
tensity, and frequency at any location may be determined from an 
analysis of the rainfall records obtained at that location. First, the 
magnitudes of rains of various frequencies are derived in the manner 
previously described and illustrated in Table 6 for a number of selected 
durations, as for example, 6 min, 15 min, 30 min, 60 min, and so on. 
If, then, average intensity is plotted against duration /or a particidar 
frequency, a curve having a shape similar to one of those shown in 
Fig. 35 can be drawn through the points. For example, the No. 1.8 
curve of Fig. 36 is approximately the 10-yr frequency curve for 
Ann Arbor, Michigan. Such a curve may be used to determine the 
average intensity of a 10-yr frequency rain for any desired duration. 
Such curves, called intensity-duration curves, provide one of the 
important tools for the prediction of runoff. The curves shown in 
Fig. 36 are generalized ones prepared by the U. S. Army Corps of 
Engineers. Curves deriy^ for any particular location may differ 
somewhat from these. 
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Duration in min 

Fig. 35. Standard rainfall intensity-duration curves or standard supply curves. Notes; Curve numbers correspond 
to 1-hr A'^alues of rainfall or supply indicated by respective cur\^es; all points on the same curve are assumed to 
have the same average frequency of occurrence. From En^neering Manual by Corps of Engineers, U. S. Army. 
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Intensity-duration curves can also be described by means of an 
equation of the following form, 


A 

(i + Br 


( 4 ) 


in which p is the average rain intensity in inches per hour, t is the 
duration in minutes, and A, B, and n are constants. By taking the 
logarithms of both sides of this equation 


log p = log A — n log {t + B) (5) 

it can be seen that, if B is selected properly, the logarithms of p and 
-f B) should plot as a straight line having a slope equal to — n. 
The value of B is determined by plotting points with various assumed 
values of B until a straight line is established, after which A and n 
may be found graphically (see page 394). 

A very important property of intensity-duration curves is that any 
one of the curves describes quite well the relation between maximum 
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intensity and duration during an intense rainstorm. This is because, 
if the maximum hour of a rain has, let us say a 10-yr frequency, the 
maximum precipitation for other durations will also have about the 
same frequency. This is illustrated by the example shown in Fig. 36 
in which actual intensities during a rainstorm are shown together with 
the intensity-duration curve derived from the same rain and the No. 3.0 
curve from Fig. 35. The similarity between the points obtained from 
the single rainstorm and the generalized curve is apparent. Knowing 
that a typical intensity-duration curve can be derived from a single 
intense rain, we see that an intensity-duration curve may be used to 
determine a time-intensity pattern for a rain of any selected fre- 
quency. For example, suppose that a frequency study has shown that 
the 25-yr 30-min rain at a certain location has an intensity of 4.0 in. 
per hr. This rain falls on the 2.6 curve of Fig. 35. From this curve 
it may be seen that the probable average intensity during the maxi- 
mum 60 min of a 25-yr rain would be 2.6 in. per hr, for the maximum 


90 min, 2.0 in. per hr. 

and so on. The maximum 60 

min of rain would 

include the 

maximum 

30 min of rain, 

as well as 

the second largest 



TABLE 7 





Precipi- 


Time 

Precipitation 

Dura- 

tation 

Accumulated 

Incre- 

during Time 

tion 

Intensity 

Precipitation 

ments 

Increments 

t, 

V, 

p, 


p, 

P 

min 

in./hr 

in. 

min 

in. 

in. /hr 

0 



30 

2.0 

4.0 

30 

4.0 

2.0 

30 

0.6 

1.2 

60 

2.6 

2.6 

30 

0.4 

0.8 

90 

2.0 

3.0 

30 

0.2 

0.4 

120 

1.6 

3.2 




0 



10 

1.05 

6.3 

10 

6.3 

1.05 

10 

0.55 

3.3 

20 

*4.8 

1.60 

.. 10 

0.40 

2.4 

30 

4.0 

2.00 
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fig. 37. 


30-inin period. The total rain during the maximum 30-min period 
would be 4.0 X 30/60 ^ 2.0 in. and during the maximum hour, 
2.6 X 60/60 * 2.6 in. Therefore, the intensity during the second 
largest 30-min period would be (2.6 — 2.0)/ (30/60) =*=1.2 in. per hr. 
These computations as well as those for two additional 30-min periods 
are shown in Table 7. Also shown are computations of the average 
intensity during the three 10-min periods of heaviest rainfall for this 
same 26-yr rain. Results of these computations have been used to 
determine three possible intensity-time patterns, shown in Fig. 37, 
each of which is consistent with the 2.6 curve of Fig. 35. The arrange- 
ment of intensity-time patterns is arbitrary. 

Time-Intensity Patterns for Dally Rainfall 

In the previous section, the derivation of detailed time-intensity 
patterns was discussed. It is now the purpose to provide additional 
information concerning probable intensities and durations of rains 
which are designated as daily rains in the published records of the 
U. S. Weather Bureau. Daily rainfall values do not reveal the intensity 
patterns in sufficient detail to permit their use for many hydrologic 
purposes. This fact is well illustrated in the following example. 

The published records of the daily rainfall at station 15-26 in the 
Muskingum basin show that 2.73 in, fell on June 27, 1939, and 1.96 in. 
on June 28. These records are for the 24-hr periods beginning at 
8 A.M. on each of these days. If this rain fell at a uniform rate, its 
intensity might have been only slightly in excess of 0.1 in. per hr. 
Many soils are capable of absorbing such a rain and hence would 
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yield no surface runoff. Consider, however, the intensity pattern, 
Fig. 38, which shows the depth of rainfall by 30-min periods. In the 
figure it is seen that during' this storm there were two major periods 
of intense rainfall. During the first, 2.66 in. of rain fell in 4.6 hr, and 
during the second 1.86 in. fell in 1.5 hr. The average intensities during 
these periods were 0.59 in. per hr and 1.24 in. per hr respectively. 
Few soils are capable of absorbing such high rates of rainfall, and, 
therefore, because of this extremely variable rainfall pattern, surface 
runoff would occur. 

Furthermore, instead of the picture presented by the daily records 
which show that 4.69 in. fell in 2 days, actually no rain fell on June 27, 
and 4.65 in. fell in a period of 17.5 hr on June 28. Nor is this an 
isolated example. A study of continuous gage records as shown either 
by a graph or by short-time-interval totals when compared with daily 
totals reveals the fact that usually the actual peak intensities are far 
greater than indicated by the published daily rainfall totals. 

A study by Sherman^^ of the continuous rainfall records obtained 
at Chestnut Hill reservoir (Boston) extending over a period of 25 yr 
led him to the conclusion that the actual average duration of storms 
recorded as occurring in different numbers of days is as follows: 


Recorded Duration 

1- day storms 

2- day storms 

3- day storms 

4- day storms 

5- day storms 


Actual Duration 
13 to 14 hr 
21 to 31 hr 
43 to 47 hr 
71 to 74 hr 
83 to 84 hr 



Pig. 38. 

2*C. W. Sherman, “Actual Duration of One-Day and Two-Day Rain Storms,” 
Civil Eng., March 1939. 
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He also found that the above relationships hold true regardless of the 
intensities of the storms. 

Because the vast majority of the rainfall records that are available 
in any given locality were obtained by cooperative observers and 
give only the total rainfall for each 24-hr period prior to the time of 
observation, for the reasons stated above such records must be cor- 
rected before they are suitable for frequency-intensity studies. For 
this correction two general methods may be employed, viz., the 
recorded duration in days may be reduced to an estimated actual 
duration as indicated by Sherman’s studies, or the recorded 1-day, 
2-day, etc., storm depths may be corrected in some manner so that 
they will more nearly represent the actual maximum depths of rainfall 
occurring in any of these time periods. 

If the first of these correction methods is employed, other studies 
similar to those made by Sherman in Boston should be carried on at 
various points throughout the country in order to determine whether 
the Boston relationships hold true generally. If it is found that they 
do not, such studies should determine the extent of the variations in 
different sections and the causes producing them. 

The exact procedure to be followed in the correction of the recorded 
storm depth depends upon whether or not a recording gage was located 
within the storm area, preferably near the center. Two methods will 
be described. Their use will be illustrated in connection with a 2-day 
rainfall record. 

1. If at least one continuous record is available, from this may be 
determined the maximum amount of rain that fell during any 24-hr 
period and also the percentage that this amount is of the total 2-day 
rainfall. This same percentage is then applied to the total 2-day 
rainfall as measured at each of the nonrecording stations located 
within the storm area. If, for instance, at the recording station 2.54 in. 
fell on the first day and 1.71 in. fell on the day following, and the 
graph shows that 3.74 in., or 88 per cent of the total, fell within a 
24-hr period, and the record at a nonrecording station shows 2.45 in. 
on the first day and 3.70 in. on the second, then 0.88(2.45 + 3.70) = 
5.41 in., which is taken as the maximum 24-hr rainfall at this station. 
Although this value may not be correct, the chances are that it is 
much more nearly correct than the 3.70 in. as indicated by the records. 

2. The second method, which is used only when no continuous record 
of the storm is available at any station, is based upon the law of 
probability. If the observer reads the gage at 6 p.m., a 24-hr rainfall 
is just as likely to start at 6 a.m, (or at any other hour) as at 6 p.m. 
If it begins at 6 a.m. and is of uniform intensity, this 24-hr rain having 
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a depth of, say, 6 in. will be recorded as a 2-day rain with 3 in. falling 
each day. With no continuous record available, however, it would be 
impossible to determine from the records whether this rain fell in 
48 hr or in 24 hr or even in a much shorter period. As far as may be 
learned from the published records, it is possible that the maximum 
rainfall in any 24-hr period was 3 in. It is equally possible, however, 
that it was 6 in. These two figures therefore represent the minimum 
and the maximum depths of rain that could possibly have fallen at 
this station in any 24-hr period during this storm. The most probable 
value should be the mean of these two, or 4.5 in. 

Therefore, if daily rainfall records indicate that rain fell on two 
or more successive days, in order to determine the probable maximum 
depth of rain that fell in any 24-hr period during that storm, to the 
maximum recorded total should be added one half of the larger total 
that fell on either the preceding or succeeding day, and so on for 
longer storms. For instance, suppose that the daily totals for three 
successive days are 1.20, 2.75, and 0.86 in. The maximum 24-hr 
total would be 


2.75 + Vo X 1.20 = 3.35 in. 


and the maximum 48-hr total would be 

2.75 + 1.20 + V 2 X 0.86 = 4.38 in. 

Attention should be called to the fact, however, that often addi- 
tional information concerning the time of beginning and end of rainfall 
may be obtained from the observer's notes, and when this is done the 
above approximation is unnecessary. Isochronal maps sometimes are 
of value in analyzing storm intensity patterns. These are further 
discussed in Chapter 9. 

Variation of Average Precipitation with Area 

Frequency-duration studies are usually made with point rainfall, 
i.e., the precipitation data from one gage. In applying precipitation 
data to drainage basins for the estimation of runoff it is necessary to 
estimate the average depth of precipitation on basins of various sizes. 
This may be accomplished by first determining magnitudes and fre- 
quencies of point rainfall within the basin and then reducing this value 
by an amount indicated by the areal distribution of major rains of 
record. Information regarding the average depth of individual rain- 
storms for areas of varying size has been collected and published by 
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Area in square miles 

Fig. 39. 


the Miami Conservancy District-"’ and the U. S. Army Corps of 
Engineers.^** 

Fifty-one of the largest rains reported were analyzed to determine 
the ratio of the average precipitation for areas up to 5000 square miles 
and the maximum point rainfall for each storm. The maximum point 
rainfall for these 51 rains varied from 5.8 in. to 36.5 in. The rains 
were arranged in two groups, one for northeastern United States and 
one for the southeastern states. Averages of the ratios of average to 
maximum rainfall were determined for various areas. The results are 
shown in Fig. 39. It may be seen that both groups show a similar 
relationship, thus indicating that areal distribution patterns of indi- 
vidual rainstorms do not vary greatly with location. However, some 
individual storms differed greatly from the curves of Fig. 39, and it 
was noted that for several of the very largest rains of record the ratios 
decreased much more rapidly with area than the average trend shown 
by the curves. It was also found that ratios for rains of shorter 
durations than 24 hr fell slightly below the curves of Fig. 39, whereas 
for longer durations the values were somewhat larger. These curves 
may be used to estimate the average depth of rainfall for any area 
corresponding to a point rainfall of a selected magnitude and frequency. 
In using curves of this kind it is usually assumed that the point rainfall 
covers an area of 10 square miles. 

Many studies have been made to determine the variation of maxi- 

Miami Conservancy District, **Storm Rainfall of Eastern United States,” 
Tech. Kept,, Part V, Dayt9a> Ohio. 

S. Army Corps of Engineer, ‘^Storm Rainfall in the United States.” 1953. 
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mum or near-maximum precipitation with area.®^ *'*®-^® Such studies 
are based on envelope curves of all maximum rains of record, and the 
decrease of average precipitation with area is likely to be greater than 
for a typical large rainstorm. A series of studies relating point rainfall 
at the geographical center of an area to average over the area has 
been reported by Huff and NielL®® 

Maximum Precipitation 

For some purposes, as for example the design of the spillways of 
large dams, it is necessary to estimate the maximum rainfall ever to 
be expected. This may be done by transposing to the area of the 
drainage basin the largest rains that have been recorded within the 
region which is meteorologically homogeneous with the basin. Records 
of such rains have been published in the references cited on page 101. 
The Weather Bureau and the Corps of Engineers have estimated the 
maximum probable precipitation for various durations and areas east 
of the 105th meridian.'^^ Their values are based on the transposition of 
maximum storms, with adjustments for differences in elevation and 
moisture content of the atmosphere. The largest recorded rains in 
the United States for various durations are shown in Fig. 40.^^ A 
method of storm transposition, known as the isopercental method, 
which is especially applicable to mountainous areas, is described in 
Chapter 9. 

27 Robert D. Fletcher, “A Relation between Maxinuiin Observed Point and 
Areal Rainfall Values,” Trans. Am. Geophys. Union, June 1950, pp. 344-348. 

2« U. S. Weather Bureau and IJ. S. Army Corps of Engineers, “Seasonal Varia- 
tion of the Probable Maximum Precipitation East of the 105th Meridian,” 
Hydrometeorological Rept. No. 33, 1956. 

2^ M. C. Boyer, “A Correlation of the Characteristics of Great Storms,” Trans. 
Am. Geophys. Union, April 1957, pp. 233-238. 

30 F. A. Huff and J. C. Niell, “Areal Representativeness of Point Rainfall,” 
7'rans. Am. Geophys. Union, June 1957, pp. 341-345. 

31 See note 27. 

32 V. S. Weather Bureau, “Maximum Recorded United States Point Rainfall,” 
Tech. Paper No. 2, 1947. 



Depth (inches) 


102 


HYDROLOGY 



Pig. 40 . Maximum observed U. S. rainfalls. Depth-duration values at a point. 



5 


Infiltration and Soil Moisture 


Precipitation reaching the ground surface may become either surface 
runoff or infiltration, depending on whether or not the rain intensity 
exceeds the infiltration capacity. That portion of the precipitation 
which infiltrates may add to the moisture content of the soil or may 
become ground water. Later chapters deal with surface runoff and 
ground water. This chapter is devoted to a discussion of infiltration 
and soil moisture. 

INflLTRATION 

Attention has already been called to the great diversity in the 
characteristics of the hydrographs of different streams. It has been 
shown that the flow of some is relatively steady throughout the year, 
whereas others are extremely fluctuating and some are intermittent. 
(See Fig. 5.) The most influential factor in determining the steadiness 
or variability of flow is the source of supply. If the principal source 
is from surface runoff, the stream is almost certain to have large floods 
and small rates of low-water flow. On the other hand, if the drainage 
basin is very permeable, as one having a coarse sandy soil, and if 
there is no relatively impervious stratum above the water table, there 
may be almost no surface runoff, and the flow will be well sustained 
and fairly uniform throughout the year. 
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The ability of a drainage basin to absorb and detain the water that 
falls upon it as rain or that comes to it from the melting of snows 
therefore provides a key to the character of the resulting hydrograph 
and becomes a matter of fundamental importance to the hydrologist. 
It appears that Horton was the first to recognize this fact and to 
suggest the theory of infiltration capacity. f This theory provides one 
of the most useful tools that we now have in the field of hydrology. 

Definition 

Infiltration is the process whereby water enters the surface strata 
of the soil and moves downward toward the water table. This water 
first replenishes the soil moisture deficiency, and thereafter any excess 
moves on downward and becomes ground water. The maximum rate 
at which a soil in any given condition is capable of absorbing water 
is called its infiltration capacity (/) . For drainage basins upon which 
there is subsurface storm flow (see page 17), the true infiltration 
capacity is not measured by the ability of the surface strata to absorb 
water, but rather by the ability of the relatively impervious substratum 
to absorb water and transmit it downward. 

Rain enters the soil at capacity rates only during and immediately 
following periods of rainfall excess, that is, periods during which the 
rainfall rate exceeds the infiltration capacity. When the rain intensity 
is less than the infiltration capacity, the prevailing infiltration rates 
are approximately equal to the rainfall rates. 

Factors Affecting Infiltration Capacity 

Infiltration capacities of most soils are characterized by extreme 
variability. The actual value at any time at a particular location is 
the combined result of the interaction of many factors. Some factors 
cause the infiltration capacity to differ from one location to another, 
whereas others produce variations from time to time at any location. 
Of this latter group, some factors cause the values to decrease during 
a rain as illustrated in Fig. 44, and some induce seasonal variations as 
illustrated in Figs. 41 and 42. There are some factors, such as vege- 
tative cover, which may cause variation with both location and time. 
The various factors which affect the infiltration capacity are described 
in the following paragraphs. 

Depth of Surfa€e Detention and Thickness of Saturated Layer. 

The principal force which causes water to enter the soil is gravity. 
As a layer of soil near the surface has its interstitial spaces saturated, 

iR. E. Horton, Surface Munofi Phenomena, Publ. 101, Edwards Bros., Ann 
.4rbor, Mich. 
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the water flows through a series of tiny tubes of a length {1) approx- 
imately equal to the thickness of the saturated layer. At the top of 
each tube, the pressure is that produced by the depth of surface deten- 
tion (D), and the total pressure head causing discharge is (D + i). 
The resistance is proportional to L When I is large compared with D, 
changes in I have nearly equal effect on the force and the resistance, 
and the rate of infiltration is nearly constant. However, at the begin- 
ning of a rain, D and I may be of the same order of magnitude. Under 
such conditions the force is large compared with the resistance, and 
water will enter the soil very rapidly. This is one of the reasons why 
/ is relatively large at the beginning of a rain. 

Soil Moisture. The effect of soil moisture is twofold. (1) If the 
soil is quite dry at the beginning of a rain, the wetting of the top 
layer creates a strong capillary potential just under the surface which 
supplements the gravitational force in causing infiltration. This 
process is described in more detail later in this chapter. (2) When 
subjected to wetting, any colloids present in the soil swell and reduce 
the infiltration capacity during the initial period of rainfall. Soil 
moisture is usually high in winter and spring and low in summer and 
fall. This factor, therefore, is responsible for much of the typical 
seasonal variation, as well as for part of the rapid decrease in / 
during a rain. 

Compaction Due to Rain. Mechanical compaction caused by rain- 
drops greatly reduces the infiltration capacity in soils of fine texture. 
The surface of exposed clay soils can be worked into a virtually im- 
permeable condition in this manner, whereas the infiltration capacity 
of a clean sandy soil is affected very little by rain compaction. Pro- 
tection by vegetative cover can minimize or practically eliminate this 
effect, even in finely textured soils. This is another factor which 
causes the infiltration capacity to decrease rapidly during the initial 
portion of a rainstorm. 

Inwash of Fine Material. When a soil becomes very dry, the sur- 
face often contains many fine particles. When infiltration begins, 
these fine particles are carried into the soil, which acts as a filter, and 
the fine material is deposited in the interstitial spaces, thus reducing 
the infiltration capacity. This factor also reduces / during a period 
of rainfall. 

Compaction Due to Man and Animals. Where heavy pedestrian 
or vehicular trafiic occurs on a soil, the surface is rendered relatively 
impervious. Examples of types of areas which have low infiltration 
capacities as the result of this factor are overgrazed pastures, play- 
grounds, and dirt roads. 
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Mocrosfrucfure of Soil. Several methods of compacting a soil 
and thereby reducing / have been described. It will now be shown 
that a permeable soil structure may be developed under certain con- 
ditions. This effect may be caused by several natural phenomena 
such as by burrowing animals and insects, by the decay of vegetable 
matter, particularly roots, by frost heaving, and by sun checking. 
Plowing and cultivation also produce a coarse soil structure. How- 
ever, the higher infiltration capacities produced in this manner are 
often reduced very rapidly by compaction due to rain. In some soils 
the structure may be changed by the leaching out of soluble materials. 

Vegetative Coven This factor is related to many of those already 
mentioned, but it is of sufficient importance to warrant a separate 
discussion. The presence of a dense cover of vegetation, such as grass 
or forest, tends to promote rapid infiltration. The vegetative cover 
not only provides protection from compaction due to rain, but also 
provides a layer of decaying organic matter which promotes the activ- 
ity of burrowing insects and animals. 

In a study of the factors affecting the infiltration capacities of a 
dozen different soil types, Lewis and Powers* found that the effect of 
cover may be even more important than soil type. That this is true 
may easily be seen by a comparison of the condition of a barren clay 
or loamy soil with one that is thickly forested. The surface of the 
barren soil is hard and closely compacted from the successive beatings 
of rains and by the tread of animals. When protected by a thick 
covering of forest litter, however, the same, kind of soil will be loose 
and pervious and will have a high infiltration capacity. A protected 
soil may have many times the infiltration capacity that it has when 
it is barren. 

In a study quite similar to that discussed in the preceding paragraph, 
Duley and Kelly® found that there may be more variation in infiltra- 
tion capacity resulting from surface conditions on a single soil, depend- 
ing upon whether or not that soil is under cultivation, than would be 
found on different soils having the same surface conditions. 

Transpiration by vegetation removes soil moisture and thus tends 
to provide a high / during initial periods of rain. Open crops, such as 
potatoes or corn, provide little protection from rain compaction and 
only a partial cover of organic matter, with the result that values of / 
may be relatively low in areas covered by such crops. 

Temperetyre* Because flow in the interstitial spaces is nearly 
always laminar, changes in viscosity influence the rate of infiltration. 

* M. R. Lewis and W. L. ^Wers, Soil Sci. Soc. Am. Proc., 1938, pp. 334-339. 

*F. I. Duley and L. L. Kelly, Nebraska Agr. Expt, Sta. Research Bull. 112, 
May 1939. 
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This factor causes values of / to be somewhat lower in winter and early 
spring than during the warmer weather of summer and early fall. 

Effects of Freezing. When rain having a temperature only slightly 
above 32° F falls on very cold ground, the rain may be cooled suffi- 
ciently to form an impermeable layer of ice on top of the ground. 
However, it would be very unusual for such a layer of ice to persist 
during a rain large enough to cause a serious flood. This is because the 
heat of fusion given off by the water in freezing warms the soil and 
partially eliminates the conditions which caused freezing. Additional 
rainfall will then usually provide sufficient lieat to melt the ice. 

Freezing of the soil moisture, a condition referred to as frost pene- 
tration, also affects the infiltration capacity. Although very few data 
are available, it appears^ that a frost penetration of several inches 
reduces the initial infiltration capacity, but that after the frozen soil 
moisture is melted by the penetration of the rain, the infiltration 
capacity equals that which would have followed a similar rainfall 
without frost penetration. 

Entrapped Air. When infiltration occurs at nearly uniform rates 
over a large area, the air in the soil spaces may be trapped temporarily. 
The downward movement of the sheet of water entering the soil then 
compresses the air. This effect is particularly noticeable in areas 
where the ground is nearly horizontal such as, for example, portions 
of the Netherlands. The compression of the air in the ground forces 
air out through wells, sometimes with sufficient velocity to produce a 
whistling sound. Let us assume that the ground surface and the water 
table are parallel and that the soil is of uniform porosity throughout 
a given area, so that the entering water advances as a sheet of uniform 
thickness completely filling the voids. If the water table is at D feet 
below the ground surface, and the infiltering sheet of water has pene- 
trated to a depth of d feet, the pressure in the entrapped air will be, 
from the laws of hydrostatics, neglecting capillarity, 

p = 14.7 + 0.433d 

Also, in accordance with Boyle^s law, 

14.7D = p(D — d) 

Solving these two equations simultaneously gives 

d = D — 34 

From this equation it is seen that, under the assumed conditions, 
infiltration cannot occur unless the water table is more than 34 ft 

♦Leonard Schiff and F. R. Dreibelbis, “InfiltrAtion, Soil Moisture, and Land- 
Use Relationships with Reference to Surface Runoff,” Tram. Am, Geophys. 
Union, February 1949, pp. 75-38. 
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below the ground surface. Actually, however, the ground surface 
is seldom parallel with the water table. On the contrary it is irregular 
and contains countless ridges and mounds, and furthermore, instead 
of the infiltering water entering as a sheet of uniform thickness, it 
penetrates very unevenly. The tops of the ridges and mounds act as 
vents through which some of the compressed air escapes at the same 
time that water is penetrating throughout the adjacent area. There 
can be no question, however, but that compression of entrapped air 
does tend to retard infiltration and is one of the factors that cause a 
reduction in infiltration capacity as the storm progresses, although 
often it is of relatively minor importance. 

Annuol and Saosonal Changes 

The average infiltration capacity of a drainage basin changes both 
annually and seasonally. The annual change results principally from 
changes in land use, from changes in the character of the annual 
vegetation, and from the advancing stage in the development of the 
perennial vegetation. Except for major changes in land use, these 
variations occur slowly and their effects become discernible only after 
a period of years. However, when an entire basin or any large portion 
of it is subjected to a sudden change in land use, such, for instance, 
as being deforested and put into agriculture, the resulting change in 
infiltration capacity may be marked. 

In the preceding discussion it may have been observed that the 
various factors that affect infiltration capacity are not constant 
throughout the year. For instance, the moisture content of the soil 
reaches a maximum in spring and a minimum in fall. Also the changes 
in the macrostructures resulting from animal borings, from the decay 
of vegetal roots, from the condition of the vegetal cover, from cultiva- 
tion, and from temperature affect infiltration capacity more or less 
seasonally. Figure 41 shows the seasonal variation of infiltration 
capacity on the Rouge River basin in Michigan. The curves were 
based on infiltration capacities determined from the analyses of 49 
stream rises which occurred over a period of more than 20 yr. Rela- 
tively few of the stream rises occurred during the summer, and for some 
months only a single value was obtained, as indicated in Fig. 41. The 
average of all values, as well as the minimum value for each month, is 
shown. The solid line is representative of average conditions, whereas 
the dashed line is an envelope of minimum values. For coarse, siandy 
soils these two graphs would perhaps be closer together and would 
show considerably less seasonal variation, whereas for a compact clay 
they might be even more divergent and variable than here shown. 
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Fig. 41. 
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In Fig. 42 is shown a curve representing the seasonal variation of 
/ during 1938-1939 for a small watershed at Edwardsville, Illinois, as 
derived by Horner and Lloyd.® A series of graphs of this type, drawn 
to scale and showing the maximum and minimum values of / for a 
variety of drainage basins of different physical characteristics and 
climatic conditions, would be of great practical use. It is hoped that, 
on the basis of the data now being collected by the various govern- 
ment agencies, this need will soon be filled. 

Methods of Determining f 

There are two general methods of determining infiltration capacity. 
The first is with an infiltrometer of which there are many different 
kinds, but in all of which water is artificially applied to a small area 
or sample plot, and the rate of infiltration is determined more or less 
directly. The second is by analysis of the hydrograph of runoff result- 
ing from a natural rainfall on a drainage basin. 

® W. W. Homer and C. Leonard Lloyd, “Infiltration-Capacity Values as Deter- 
mined from a Study of an Eighteen-Month Record at Edwardsville, 111.,” Trans. 
Am. Geophys. Union, 1940, Part II, pp. 522-541. 
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The first of these methods is helpful in determining the effects of 
land use, slope, vegetal cover, and other variable factors over which 
it is desirable to have control in making studies on the prevention of 
soil erosion, flood reduction, underground storage, and similar problems 
in the solution of which hydrograph analysis often cannot be used. 
For reasons that will be explained presently, records obtained with 
infiltrometers are of value qualitatively rather than quantitatively. 
At least with our present limited knowledge they cannot be safely 
used for computing runoff from rainfall. On the other hand, infiltra- 
tion capacities determined by hydrograph analysis are extremely useful 
for this purpose. 

Infiltrometers 

Infiltrometers are of two general classes: (1) those in which the 
rate of intake is determined directly as the rate at which water must 
be added to maintain a constant depth, usually about % in., within 
the infiltrometer, and (2) rain simulators. 

Under the first general class, the most common types consist either 
of two concentric rings or of a single tube. In the first type, two 
shallow concentric rings of sheet metal, usually ranging from 9 in. to 
36 in. in diameter, are placed with their lower edges a few inches below 
the ground surface and with the upper portion projecting above, as 
shown in Fig. 43. Water is then applied in both compartments, a and 
6, and is always kept at the same level in both. The function of 
the outer ring is to prevent the water within the inner space from 



Pig, 43. 
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spreading over a larger area after penetrating below the bottom of 
the ring. From the rate at which water must be added to the inner 
ring in order to maintain a constant level, the infiltration capacity 
and its manner of variation are determined. 

In the second type, a single tube is placed in the ground at a depth 
at least equal to that to which the water penetrates during the experi- 
ment, and therefore no spreading can occur. The rate at which water 
must be added to maintain a constant depth within the tube is then 
observed. 

A number of other types of infiltrometers have been used, in which 
water is applied to a small enclosed area in the form of a sheet of 
water of definite thickness. Although these devices provide a simple 
and direct method of determining the capacity at which the ground 
is capable of absorbing water under those conditions, the results 
obtained are of value only in the determination of the influence of land 
use, vegetation, slope, and other physical variables. This is true be- 
cause (1) the effect of the beating of raindrops, with the resulting 
compaction and inwash of fine materials, is absent; (2) the effect of 
compression of the entrapped air is absent because of lateral escape; 
(3) it is impossible to place a ring or tube in the ground without dis- 
turbing the soil structure near the boundary. Because of the small 
area contained within this type of infiltronieter, the disturbed area may 
be an appreciable percentage of the total, and the results are corre- 
spondingly affected. 

Rain Simulators 

In order to eliminate the foregoing objectionable features to as great 
an extent as possible, various types of infiltrometers have been devised 
in which water is applied by sprinkling at a uniform rate that, except 
perhaps for a brief initial period, is in excess of infiltration capacity. 
The area covered usually ranges from 1 sq ft to 0.01 acre. The varying 
rate of the resulting surface runoff is measured, and from these dat.>. 
the / curve is derived. 

Horton was one of the first to use this type of infiltrometer. Even 
before World War I he determined infiltration capacities of small 
circular tracts about 10 ft in diameter to which water was supplied 
by a sprinkling system consisting of a number of radial horizontal 
pipes about 6 ft above the ground, rotating about a vertical axis, and 
driven by the reaction of a series of horizontal jets. In the more recent 
investigations that have been conducted by the Soil Conservation 
Service and other agencies, the water has been supplied through a 
system of stationary pipes designed to secure a practically uniform 
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distribution of water over the plot, the proper size of drops, and the 
desired height of fall. Following are brief descriptions of some of the 
more commonly used types of infiltrometers of this general class. 

Peorse. In this type the water is applied through a perforated 
pipe at the upper edge of a plot 1 ft square, and the runoff is collected 
at the lower edge. The rate of application is controlled by maintaining 
a constant elevation of water in the supply tank. 

Modified North Fork. Water is applied through sprinklers to a 
rectangular area of 2.5 sq ft. The rate of application is measured by 
means of six rain gages, each 1 in. in diameter, and the runoff is col- 
lected at the lower end of the plot and measured. 

Rocky Mountain. This instrument is quite similar to the modified 
North Fork infiltrometer except that the water is applied to a plot 2 ft 
by 4 ft and is measured by twelve 1-in. gages. 

Modified Type F. This type of infiltrometer, also developed by 
the Soil Conservation Service, has perhaps been more commonly used 
than any other, and probably it measures the true infiltration capacity 
more accurately. Simulated rainfall is applied to an area approxi- 
mately 6 ft by 12 ft and is measured in two trough gages, each 12 ft 
long and 1 in. wide, properly centered over the area. The runoff is 
automatically recorded. 

Many other types of infiltrometers have been used, and unquestion- 
ably still more will be developed. Their use has not been standardized, 
and so it cannot be said that any particular type is best. The objec- 
tions to the use of infiltrometers of the ring and tube type apply also 
to the sprinkling type, although to a lesser degree. It has been quite 
definitely established® that the results obtained by infiltrometers are 
qualitative and not quantitative. In other words, with infiltrometers 
it is possible to determine the relative effect of any change in land use 
or of any other controllable physical characteristic. It is not possible, 
however, to determine satisfactorily the runoff from a drainage basin 
by the direct use of infiltration capacities as determined by infiltrom- 
eters. This is because of the factors stated above and also because 
it is difiicult to obtain sufficient samples to determine the average value 
of / for a large basin. For basins in which there is subsurface storm 
flow, values of / as determined by infiltrometers would in all probability 
give grossly misleading results. A typical hydrograph produced by a 
rain simulator is shown in Fig. 92, and a detailed discussion of the 
method of analysis used to derive the f curve from such a hydrograph 
is presented on pages 231 to 240. 

« H. G. Wilm, ^^Methods fov^ the Measurement of Infiltration/’ ‘ Trans. Am. 
Oeophys. Union, 1941, pp. 675-686. 
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Hydrograph Analysis 

Accurate data on the varying intensities of rainfall during any given 
storm, together with a continuous record of the resulting runoff, pro- 
vide an excellent basis for the determination of infiltration capacity. 
Furthermore, infiltration capacities thus determined may, with confi- 
dence, be used to determine the hydrograph of runoff resulting from 
any given storm occurring on the same basin under similar conditions. 
Before explaining this method of determining infiltration capacity by 
hydrograph analysis, it may be well to review briefly the runoff process. 

When rain starts falling on any particular basin, it does so at varying 
intensities over the area. In the beginning a portion is intercepted by 
trees, grasses, other vegetation, buildings, and so forth, and never 
reaches the ground surface. An additional portion flows into depres- 
sions, both small and large, and later either evaporates or soaks into 
the ground. The remainder starts flowing overland toward the stream 
channels, but in so doing a part of it infiltrates into the soil. 

The rain that is not used up by either interception, depression stor- 
age, or infiltration eventually finds its way overland to the stream 
channels but only after some delay. In other words, there is a lag 
between the time when excess rainfall occurs and the time when that 
water appears as surface runoff at the outlet of the drainage basin. 
Furthermore this delay varies throughout the basin and throughout 
the storm period. 

Because of this varying period of delay or lag between the time 
when rain falls on a basin and the time when the excess appears at the 
outlet as surface runoff, it is often difficult, and in large drainage basins 
it is usually impossible, to determine the exact manner in which infil- 
tration capacity varies throughout a storm. For smaller basins in 
which the hydrograph is quick to respond to the varying intensities 
of rainfall, the actual manner in which / varies throughout the storm 
can often be quite accurately determined, but for larger basins it is 
possible to determine only the average infiltration capacity, /a. 

Determination of the f-Curve 

A method of determining the infiltration-capacity curve for small 
drainage basins as suggested by Horner and Lloyd^ will be explained 
and, with minor modifications, illustrated by the following example. 
In Fig. 44 is a graph showing the variation in rain intensity as it 

T W. W. Horner and C. Leonard Lloyd, “Infiltration-Capacity Values as Deter- 
mined from a Study of an Eighteen-Month Record at Edwardsville, Illinois/* 
Trans, Am, Geophys. Union, 1940, pp. 522-^1. 
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occurred on the Controlled Watershed,^ at La Crosse, Wisconsin, on 
April 27, 1938, and the resulting hydrograph of surface runoff. The 
area of this watershed is only about 2.7 acres. Because of its small 
size, each period of intense rainfall produces a separate peak in the 
hydrograph. It will be observed, however, that the first two periods of 
intense rain occurred in such rapid succession that the resulting hydro- 
graphs overlap. The recession curve of A may be completed by draw- 
ing ab parallel with cd as shown in the figure. The areas beneath 
graphs A, B, and C when reduced to the proper units show depths of 
runoff on the basin of 0.10 in., 0.09 in., and 0.18 in. The depths of 
rain that occurred during these three periods of rainfall excess are, 
respectively, 0.355 in., 0.22 in., and 0.29 in. After deducting the re- 
spective depths of runoff from each of these values, the total infiltration, 
Fy corresponding to each of these periods of intense rain is found to 
be 0.255 in., 0.13 in., and 0.11 in. Strictly speaking, these are not true 

* “Hydrologic Studies,” Upper Mississippi Valley Conservation Experiment 
Station, La Crosse, Wis., U. Dept. Agr. Sml Conserv. Serv. Tech. Paper 29, 
November 1939. 
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values of infiltration, for they include interception and depression 
storage. Nevertheless, inasmuch as it is impossible to determine the 
magnitude of interception and depression storage and since they never 
become surface runoff anyway, they may therefore conveniently be 
included with and considered as infiltration. Furthermore, by so 
doing, the values of / thus determined may be applied directly to any 
design storm to find the resulting runoff without the necessity of 
deducting values of interception and depression storage, which would 
have to be estimated. 

In order to reduce these values of F to capacity rates, /, it is neces- 
sary to divide each by the average length of time during which infiltra- 
tion was occurring at capacity rate over the entire basin. These 
periods of infiltration start at the beginning of excess rainfall and 
continue until some time after it ends. At the moment that excess 
rainfall ends, if the storm covers the whole area, infiltration is occur- 
ring at capacity rate over the entire basin, but soon thereafter this 
area starts shrinking from the outer boundaries toward the stream 
channels. Horton assumed that the equivalent period during which the 
same volume of residual infiltration would occur on the entire basin 
is equal to one third of the period that elapses from the end of excess 
rainfall until the end of overland flow. Horton® has called attention 
to the fact that overland flow ends about at the point of inflection on 
the recession side of the hydrograph. The reason that he selected this 
point is that, after the cessation of overland flow, the hydrograph 
represents only outflow from channel storage and is therefore an 
exhaustion curve and as such must be concave upward. By this 
method of determination, the durations of infiltration, ^a, and 
corresponding to each of these three periods of excess rainfall, were 
found to be 11, 13, and 13 min respectively. Therefore, 

/„ = (0.355 - 0.10) X ^ = 1-39 in. per hr 

/i, = (0.22 — 0.09) X ^ = 0.60 in. per hr 

and fc = (0.29 — 0.18) X ^ = 0.51 in. per hr 

Plotting each of these values at a time t/2 after the beginning of excess 

rainfall for each of these periods, the / curve, shown in Fig. 44, is 
obtained. 

® R. E. Horton, Surface Runoff P/ienome no/ Publication 101, Eldwards Bros., 
Ann Arbor, Mich., p. 34. 
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For large basins, the method described here cannot be readily 
applied because there is no relation between the recession curve of 
the hydrograph and the period of residual infiltration. Furthermore, 
for larger basins the period of residual infiltration is small compared 
with the period of rainfall excess and may be neglected. Consequently 
the assumption is made that the rainfall excess, which is the area of the 
precipitation graph above the fa curve, is equal to the surface runoff. 
Based on this assumption, the average infiltration capacity is deter- 
mined for each stream rise by computing the rainfall excess for 
various assumed values of /a, until the volume of rainfall excess is 
equal to the volume of surface runoff determined from the hydro- 
graph. The values of fa determined in this manner for stream rises 
Aj By and C in Fig. 44 are 1.61, 0.65, and 0.55 in. per hr respectively. 
Additional examples of this method of deriving fa are given in 
Chapter 8. 

The / curve, derived above and shown in Fig. 44, is a typical 
infiltration-capacity curve. It starts with a high value, /o, because 
of the initial soil conditions and the heavy initial demands of inter- 
ception and depression storage which are here included with infiltration; 
then it drops rapidly during the early stages of the storm and finally 
levels off and approaches a constant value, /p. In this particular case, 
fo is nearly four times as great as /p. For different basins this ratio 
has, however, a wide range, depending upon the amount of interception 
and depression storage and upon the type, texture, and condition of 
the soil. Horton^® has called attention to the fact that this curve is 
of the exhaustion type, that it approaches a constant value, usually 
after a period of 1 to 3 hr, and that it may be represented by an 
equation of the form 


in which e is the Napierian base, fc is a constant for a given curve, 
and / is the infiltration capacity in inches per hour at any time, t, in 
hours. (For an explanation of methods of determining /o and k in 
this equation see page 238.) 

Attention should be called to the fact that the infiltration-capacity 
curve shown in Fig. 44 is, in reality, not an / curve but, rather, it is an 
fa curve. In other words, it does not represent instantaneous values 
of infiltration capacity as it existed throughout the storm period, but 
instead it represents the average infiltration capacity for each of the 
several periods of high storm intensity. It is possible that, during 

R. £. Horton, “Analyw of Runoff Plat Experiments with Varying Infiltra- 
tion Capacity,” Trans. Am. Oeophys. Union, 1939, Part IV, p. 693. 
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the period between showers, from 6:12 to 6:38 p.m., some recovery- 
in infiltration capacity may have occurred, and, if such was the case, 
this curve should be made to dip and then rise again. In no case is 
it possible to determine the exact behavior because of the variable 
period of delay between the time when water falls as rain and the 
time when it appears as surface runoff at the outlet of the drainage 
basin. However, the divergence of the / curve shown in Fig. 44 and 
the true / curve is probably of minor significance. 

Infiltrotion Capacity of Very Large Basins 

For drainage basins that are larger than those for which the rain 
intensity may be considered as being uniform over the entire area, 
Horton^ proposed the following method for determining the average 
infiltration capacity, /o, that existed during any given storm. The 
procedure presumes that enough rainfall records are available on the 
basin to represent the rainfall variation satisfactorily and also that 
at least one of these records was obtained by an automatic recording 
gage. The fact should be brought out at this point and emphasized 
that, for drainage basins in which there is subsurface storm flow 
(see page 17), any value of /« obtained by this method is not the 
infiltration capacity of the ground surface, but for all practical pur- 
poses it is the average infiltration capacity of the relatively impervious 
substratum. Therefore, values so derived may be directly applied to 
any design storm to determine surface runoff from that same basin, 
but should not be used for runoff studies on any other basin on which 
subsurface conditions are probably quite different. 

This method is based upon two assumptions: first, the fact that, in 
great general storms producing major floods on large basins, the rain 
intensity patterns at adjacent stations are very similar; second, the 
fact that surface runoff approximately equals the difference between 
the rainfall and the infiltration that occurs during the period of rainfall 
excess. In other words, the rain that falls during and immediately 
following the period of rainfall excess, but infiltrates during the subse- 
quent period of overland flow, is ignored. 

Even after the above assumptions are made, and even though the 
infiltration capacity were uniform over the entire basin, it still would 
not be permissible to divide the difference between the total rainfall 
and the total runoff by the duration of rainfall excess as shown by 
the recording gage, because the period of rainfall excess varies through- 
out the basin^and is different at the various stations. This fact must 

R. E. Horton, “Determination of Infiltration Capacity for Large Drainage 
Basins,” Trans. Am. Geophys. Unions 1937, Part II, pp. 371-386. 
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be taken into consideration or the result would not represent the true 
infiltration capacity at all. The method herein described consists of 
finding a value of / that, when multiplied by the period of rainfall 
excess and subtracted from the total rainfall for the same period, will 
leave a remainder equal to the total surface runoff. 

It is further assumed that the periods of rainfall, but not of rainfall 
excess, are approximately the same at all stations, although not 
necessarily simultaneous. For a method of correcting for the varying 
duration of rainfall that is likely to occur at the different stations 
during a convectional rain, or during a storm accompanying a rapidly 
moving cold front, reference should be made to the original paper. 

The station at which the recording gage is located will be called the 
base station, and those at which only 24-hr total rainfall records are 
available will be called substations. It is first necessary to determine 
which rainfall stations should be considered. This may be done by 
the Thiessen method as described on page 81. The daily rainfall 
records at the various stations are then adjusted to a common 24-hr 
basis as explained on page 72. 

The average infiltration capacity may first be approximated by 
subtracting the total surface runoff from the total rainfall as recorded 
at the base station and dividing the difference by the period of rain- 
fall at the base station. In doing this, one should ignore any period 
of light rainfall, either at the beginning or at the end. The percentage 
of the total rainfall that fell during each hour at the base station is 
then computed. Next, a total rainfall of some whole number of 
inches that is about equal to the average depth for the given storm 
is assumed. Then the depth of rain falling each hour at the base 
station is determined by multiplying this assumed depth by the various 
percentages as above determined. The results of a set of these compu- 
tations as given by Horton in the original paper are shown in Table 8. 
In column 2 are shown the hourly depths of rainfall, and in column 3 
are shown the percentages of the total. In column 4 are shown the 
corresponding depths of rain that would fall during each hour of a 
4-in. storm having an intensity pattern similar to that of the recorded 
storm. In columns 6, 6, 7, 8, and 9 are shown the depths of rainfall 
excess that would occur each hour as a result of this same storm, but 
for infiltration capacities of 0.1, 0.2, 0.3, 0.4, and 0.5 in. per hr, 
respectively. 

In Fig. 45, the total rainfall excesses as shown in columns 5, 6, 7, 8, 
and 9 are plotted against a storm rainfall of 4 in. Similar tables are 
prepared for storms having depths of 2 in., 3 in., 5 in., and 6 in., and 
the results are plotted, producing the curves shown in the figure. It 
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TABLE 8 


Recorded Rainfall at Base Station P « 4.0 in. 


Hour 

(1) 

Amount, 

in. 

(2) 

Portion 

of 

Total 

(3) 

Total 

Amount, 

in. 

(4) 

Infiltration Capacity /, 
in./hr 

0.10 0.20 0.30 0.40 0.50 

(5) (6) (7) (8) (9) 

Rainfall Excess 

5 A.M. 

0.05 

0.013 







6 

.05 

.013 







7 

.03 

.008 







8 

.02 

.005 







9 

.05 

.013 







10 

.05 

.013 







11 

.07 

.019 







12 M. 

.08 

.022 

0.088 

0 





1 P.M. 

.20 

.054 

.216 

0.116 

0.016 

0 

0 

0 

2 

.20 

.054 

.216 

.116 

0.016 

0 

0 

0 

3 

.13 

.035 

.140 

.040 

0 

0 

0 

0 

4 

.12 

.032 

.128 

.028 

0 

0 

0 

0 

5 

.03 

.008 







6 

.02 

.005 







7 

.15 

.040 

.160 

.060 

0 

0 

0 

0 

8 

.15 

.040 

.160 

.060 

0 

0 

0 

0 

9 

.35 

.094 

.376 

.276 

0.176 

0.076 

0 

0 

10 

.35 

.094 

.376 

.276 

0.176 

0.076 

0 

0 

11 

.35 

.094 

.376 

.276 

0.176 

0.076 

0 

0 

12 P.M. 

.35 

.094 

.376 

.276 

0.176 

0.076 

0 

0 

1 A.M. 

.25 

.068 

.272 

.172 

0.072 

0 

0 

0 

2 

.25 

.068 

.272 

.172 

0.072 

0 

0 

0 

3 

.15 

.040 

.160 

.060 

0 

0 

0 

0 

4 

.15 

.040 

.160 

.060 

0 

0 

0 

0 

5 

.05 

.013 







6 

.05 

.013 







7 

.02 

.005 







8 

.01 

.003 







Totals 

3.73 

1.000 


1.988 

0.880 

0.304 

0 

0 


should be noted that Table 8 shows that for storms of this pattern 
having a total depth of 4 in. there would be no surface runofif if the 
infiltration capacity is 0.4 in. per hr or more. 

From the curves shown in Fig. 45, the rainfall excess for the various 
infiltration capacities can be determined for any total depth of rain. 
In Table 9, column 2, are shown the total depths of rainfall at each 
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of the substations within the basin during this storm. In columns 3, 
4, and 5 are shown values of rainfall excess as obtained from the 
curves in Fig. 45 for each of these depths of total rainfall. The 
average of the values in any column represents the average excess 
rainfall on the entire basin. In Fig. 46 these averages are plotted 
against infiltration capacity. From this curve, if the rainfall excess 
is known, the infiltration capacity is readily found. 



0 0.5 1.0 1.5 2.0 2.5 3.0 

Rainfall excess in in. 


Fig. 46. 


Greater accuracy could be obtained by weighting the rainfall excess 
at each of the various stations by the Thiessen method, but this is not 
considered necessary unless there are only a few records available or 
if the rainfall is very nonuniformly distributed over the basin. 


SOIL MOfSTURS 

Soil moisture is the term applied to the water held in the soil by 
means of molecular attraction. It forms a film around the soil parti- 
cles, fills the small wedge-like spaces between soil particles, and may 
completely fill the smaller interstitial spaces. This moisture is held 
so tightly that it strongly resists any forces tending to displace it. 
The degree of its resistance to movement is expressed by its capillary 
tension or the synonymous term capillary potential, which is a measure 
of the force required to remove this moisture from the soil. It is most 
conveniently .expressed in terms of depth of water having an equivalent 
pressure. Its value is negative with respect to atmospheric pressure. 
When its absolute value is less than one atmosphere it may be deter- 
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mined by means of a tensiometer (described on page 124) . For greater 
tensions its value may be determined by means of a centrifuge. Capil- 
lary potential is related to the soil moisture content, but this relation- 
ship is different for soils of different textures, as illustrated by data 
determined by Richards^* and plotted in Fig. 47a. 

Movement ef Moisture In Unsotureted Sells 

Soil moisture moves under the influence of the gravitational force 
and the force resulting from differences in capillary potential. The 
( equation for discharge may be written^® 

Q-X/a (1) 

L. A. Richards, ^Capillary Conductivity Data for Three Soils,” J. Am. Soc, 
Agron., vol. 28, 1236, p. 297. 

L. A, Richards, “Capillaiy Conduction of Liquids through Porous Mediums,” 
Physics, vol. 1, 1931, p. 318. 
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which is similar to the equation for ground-water discharge (see 
page 148). Q is the discharge through the area a, K is a coefficient of 
conductivity, and I is the sum of the capillary potential gradient and 
the gradient of the gravitational force. If capillary potential is ex- 
pressed in centimeters of water (A), its gradient would be A/i/l where 
I is the length of travel. The gradient of the gravitational force in 
similar units would be Az/lj where Az is the difference in elevation at 
the two ends of the length 1. If K is expressed in centimeters per hour 
and a in square centimeters, Q will have the units cubic centimeters 
per hour. For downward flow, the two motivating forces act in the 
same direction. When flow is upward, the gravitational component of 
I must be subtracted from the capillary potential component. 

For horizontal flow the gravitational component is zero. The co- 
efficient of conductivity increases as the soil moisture increases, as 
shown in Fig. 47b. This increase is to be expected because the liquid 
films form the conduits through which the moisture flows. It can be 
seen from equation 1 and Fig. 476 that moisture will move from moist 
regions to drier ones under the influence of the capillary potential. 
Thus, after a rain the top soil becomes wet from infiltration and the 
soil moisture will move downward under the combined influence of 
the capillary and gravitational forces. This process has been investi- 
gated by Colman,^* who found that moisture advanced downward in 
what he described as a ^Vetting zone^^ in which the capillary potential 
gradient was very steep. It was found that this wetting zone had to 
extend 12 to 30 in. below the ground surface, depending upon the 
type of soil, before the surface soil attained a moisture content as great 
as the field capacity (see page 19K As the wetting zone continued 
downward beyond these limiting depths, the layer of top soil which 
had attained field capacity gradually increased in thickness. This 
phenomenon has also been discussed by Richards and Moore.^® 

Another important application of the laws of soil moisture move- 
ment is the case in which soil moisture is being removed from the soil 
surface by evaporation. The decrease in moisture near the surface 
reduces the capillary potential, and a potential gradient is established, 
which readily becomes greater than the gravitational potential and 
results in an upward movement of the moisture. At first the moisture 
will be drawn from the soil moisture itself, but if the water table is 

E. A. Colman, ‘The Dependence of Field Capacity upon the Depth of Wet- 
ting of Field Soils , Soil Sci., vol. 58, 1944, p. 43. 

L. A. Richards and D. C. Moore. “Influence of Capillary Conductivity and 
Depth of Wetting on Moisture Retention in Soil,” Trans. Am. Oeophys. Union, 
August 1952, p. 531. 
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not too far below the ground surface, the moisture will be drawn from 
the ground water. This problem has been studied by Remson and 
Fox,^® who assumed that some of Richard^s data relating K to capil- 
lary potential (Fig. 47c) could be represented by a straight line. With 
this assumption, the rate of upward movement of water was computed 
for various depths to the water table. At present, the practical appli- 
cations of such results are limited by the meager amount of data 
available as to the relationship between K and the capillary potential 
for actual field soils in situ. 

Measurement of Soil Moisture 

The quantity of soil moisture present in a given soil sample may 
be expressed in various ways. The methods commonly used are the 
ratio of the weight of water to the weight of the dry soil, or the per- 
centage of water by volume. It is often convenient to express the soil 
moisture deficiency at any location in terms of inches depth of water. 
The most basic method of measuring the moisture content of a soil 
is by weighing samples of soil before and after removing the moisture. 
This method has certain disadvantages, the most important being that 
a continuous record cannot be obtained at any one location because 
of the necessity of removing the samples from the ground for labora- 
tory testing. 

A number of methods^^ of obtaining continuous records of soil mois- 
ture have been developed, all of which must be calibrated by the use 
of the soil sample method described above. However, once calibrated, 
all of these methods permit continuous soil moisture determination 
without disturbing the soil. There follows a brief description of five 
methods of measuring soil moisture. 

1. The use of porous sorption blocks. These blocks are kept in 
close contact with the soil but may be readily removed and weighed. 
The moisture content of the blocks is related to that of the surrounding 
soil. 

2. The use of tensiometers.^^'^^ Tensiometers are porous cups which 
are filled with water and embedded in the soil. A pressure gage 

Irwin Remson and G. S. Fox, “Capillary Losses from Ground Water, Trans. 
Am. Geophys. Union, April 1965, p. 304. 

IT Omer J. Kelley, Albert S. Hunter, Howard R. Haise, Clinton H. Hobbs, “A 
Comparison of Methods of Measuring Soil Moisture under Field Conditions,” 
J. Am. Soc. Agron.f vol. 38, September 1946, pp. 769-784. 

i*L. A. Richards and Willard Gardner, “Tensiometers for Measuring the 
Capillary Tenmon of Soil Water,” J. Am. Soc. Agron., vol. 28, 1936, pp. 362-368. 

A. Richards, “Soil ;^oisture Tensiometer Materials and Construction,” 
Soil Sd., vol. 53, 1942, pp. ^1-248. 
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or U-tube is used to measure the capillary potential or tension be- 
tween the water and the soil. The soil tension is related to the 
moisture content for any particular soil.^® 

3. Methods based on the relation between thermal conductivity of 
the soil and the soil moisture content.^^ An electrical resistance, 
which constitutes one leg of a Wheatstone bridge, is placed in the soil. 
When the soil moisture is high, heat will be conducted rapidly 
away from this resistance, whereas for dry soil the heat conductivity 
of the soil is low, and the resistance element will become hotter, thus 
increasing its resistance and throwing the bridge farther out of 
balance. 

4. Methods based on the relation of the electrical resistance of 
porous dielectric materials to their moisture content. When such 
materials arc placed in close contact with the soil, they rather quickly 
develop a moisture content which is in equilibrium with that of the 
surrounding soil. Two electrodes are embedded in the material, and 
the electrical resistance between the electrodes is measured by means 
of a Wheatstone bridge. The materials that have been used are 
gypsum,^^ fiberglass, fiberglass embedded in gypsum, nylon,^® and 
nylon embedded in gypsum.^® The gypsum block was found to lack 
sensitivity in the very wet range, but the other three materials gave 
reliable calibration curves for moisture contents in the range from 
the wilting point to complete saturation. 

5. A method using emanations from radioactive materials.^'^ Such 
a method has been developed and seems to hold promise for practical 


A. Richards and J. Sterling, “Soil Moisture Content Calculations from 
Capillary Tension Records,” Soil Set. Soc. Am. Proc., vol. 3, 1939, pp. 57-64. 

Byron Shaw and L. D. Baver, “An Klectrothermal Method for Following 
Moisture Changes in the Soil in Situ,” Soil Sci. Soc. Am. Proc., vol. 4, 1939, 
pp. 78-83. 

22 G. J. Bouyoucos and A. H. Mick, “An Electrical Method for the Continuous 
Measurement of Soil Moisture under Field Conditions,” Mich. Agr. Expt. Sta. 
Tech. Bull. 172, 1940. 

23 E. A. Cohnan, “The Place of Electrical Soil-Moisture Meters in Hydrologic 
Research,” Tram. Am. Geophys. Union, vol. 27, December 1946, pp. 847-853. 

2*R. E. Yonker and R. E. Dreibelbis, “An Improved Soil-Moisture Measuring 
Unit for Hydrologic Studies,” Tram. Am. Geophys. Union, vol. 32, June 1951, 
pp. 447-449. 

25 G. J. Bouyoucos and G. A. Crabb, Jr., “Measurement of Soil Moisture by the 
Electrical Resistance Method,” Agr. Eng., December 1949. 

28 G. J. Bouyoucos, “Newly Developed Nylon Units for Measuring Soil 
Moisture in the Field,” Highway Research Abstr., January 1954. 

27 Wilford Gardner and Don Kirkham, “Determination of Soil Moisture by 
Neutron Scattering,” Soil Sci., vol. 73, 1952, pp. 391-401. 
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applications.*'**® The method depends on the fact that hydrogen 
slows fast neutrons more than other common elements and that most 
of the hydrogen in a soil is in the water. The apparatus consists of 
a source of fast neutrons and a slow neutron counter. For a high 
moisture content the slow neutron count will be high, whereas for dry 
soil the count will be lower. This method differs from the others in 
that the average moisture content over a layer more than one foot 
thick is determined, rather than the actual amount of moisture at a 
specific depth. The thickness of the layer affecting the results varies 
somewhat with the moisture content of the soil and with the vertical 
location of the instruments. 

2® D. F. Belcher, T. R. Cuykendall, and H. S. Sack, “Nuclear Meters for Meas- 
uring Soil Density and Moisture in Thin Layers , Civil Aeronaut. Admin., Tech. 
Div. Kept. 161, 1952. 

2"C. H. M. van Bavel, E. E. Hood, and N. Underwood, “Vertical Resolution 
in the Neutron Method for Measuring Soil Moisture,” Trans. Am. Geophys. 
Union, vol. 35, August 1954, pp. 595-600. 
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Ground Water 

John G. Perris 


Chapter 6 presents certain phases of ground-water hydrology with 
special reference to the laws governing the movement of ground water. 
It is not intended to present a complete discussion of either the general 
or the quantitative phases of ground-water hydrology, which is 
beyond the scope of this book. For more complete discussions of the 
occurrence and movements of ground water, the reader is referred to 
the papers listed at the end of the chapter. 

Our study of the waters of the earth progresses from the more 
familiar fields of atmospheric water and surface water to the third 
province of hydrology, which deals with the study of subsurface or 
ground water. Among the many prerequisites necessary to the study 
of ground-water hydrology, probably the one most neglected in the 
training of engineers is the subject of geology. Inasmuch as it would 
be impossible to correct this deficiency in any single chapter, it is 
necessarily assumed that the student has sufficient background training 
in this field to recognize the degree to which geology controls the occur- 
rence and movement of ground water. 

Although man has long been familiar with the development of 
small water supplies from wells, it is only since the demands upon our 

This chapter" is published with the permission of the Director of the U. S. 
Geological Survey. The author is Research Engineer of the Ground Water 
Division, U. S. Geological Survey. 
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ground water have become heavy that much thought has been directed 
to the hydraulics of ground-water flow. The great advances made 
since the turn of the century in the improvement of well-drilling 
methods and pumping equipment, particularly in the development of 
the deep-well turbine pump, have resulted in a marked upward trend 
in the use of ground water for domestic, rural, municipal, and industrial 
water supply. It is of interest to note that in 1939 it was estimated^ 
that, in the United States, about 9100 public water supplies were de- 
rived from ground water and about 3300 from surface sources. Super- 
impose on this established upward trend the demands of industry awak- 
ened to the economic advantages of ground water for air temperature 
and humidity control and as a relatively constant quality source lend- 
ing itself to almost fixed treatment. Notwithstanding the magnitude 
of the total withdrawal of ground water for all the above uses, this 
total is exceeded by the present demand for ground water in irriga- 
tion. 

An ever-increasing number of problems has attended the rapid 
growth in the use of ground water. Those engaged in the search for 
answers to these problems are handicapped by the deficiencies in hydro- 
logic research and the lack of trained technicians in this field. Our 
ground-water reserves have, too frequently, been called inexhaustible. 
Advances in hydrology show the fallacy of such a belief. Equally 
unfavorable, however, is the dissemination of discouraging opinions by 
those who have experienced water shortages that result from over- 
development. It becomes increasingly evident that a wiser and fuller 
use of this great national resource can be achieved only by the sound 
and rational methods of the trained hydrogeologist and hydrogeological 
engineer. 

The earth ^s crust, composed of its myriad and varied hard rocks 
and the unconsolidated overburden, serves as a vast underground 
reservoir for the storage and transmission of percolating ground waters. 
The rocks comprising the earth's crust are seldom if ever solid through- 
out. They contain numerous openings called interstices that vary 
through a wide range of sizes and shapes. Although these interstices 
may reach cavernous size in some rocks, it should be noted that most 
of them are very small. Generally, they are interconnected, permitting 
movement of the percolating waters, but in some rocks they are iso- 
lated, preventing the transmission of water between interstices. Ac- 
cordingly, then, the mode of occurrence of ground water in the rocks of 
a given area is largely determined by the geology of that area. 

1 ^Inventory of Water Supply Facilities/’ Eng. News^Record, 1939, vol. 123, 
p, 414. 
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Porosity 

The physical property of a rock that defines the degree to which 
it contains interstices is termed its porosity and is expressed quantita- 
tively as the percentage that the interstitial volume is of the total. The 
porosity of a material is dependent on the interrelation of size, shape, 
and manner of sorting of its component parts in unconsolidated or 
pervious sedimentary material; or on the size, shape, and pattern of 
channeling in relatively soluble rock such as limestone; or on the size, 
shape, and pattern of fracturing in the dense sedimentary, igneous, and 
metamorphic rocks. Some idea of the relation of porosity to rock tex- 
ture and particle sorting may be gained by reference to Fig. 48. 



Fig. 48. Diagram showing several types of rock intersti(?es and the relation of 
rock texture to porosity, a. Well-sorted sedimentary deposit having high 
porosity; b, poorly sorted sedimentary deposit having low porosity; c, well- 
sorted sedimentary deposit consisting of pebbles that are themselves porous, 
so that the deposit as a whole has a very high porosity; d, well^orted sedi- 
mentary deposit whose porosity has been diminished by the deposition of mineral 
matter in the interstices; e, rock rendered porous by solution; /, rock rendered 
porous by fracturing. After Meinzer, U. S. Geological Survey Water-Supvly 
Paper 489, 1923, Fig. 1, p. 3. 


The porosity of rock or unconsolidated material may range from 
considerably less than 1 per cent to more than 50 per cent. However, 
a porosity in excess of 40 per cent is rare, except in soils or poorly com- 
pacted materials. In general, we may consider a porosity greater than 
20 per cent as large, between 5 and 20 per cent as medium, and less 
than 5 per cent as small. 

There are a number of methods in use for determining the porosity of 
rocks or soils which are based on either volumetric or specific-gravity 
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measurements of dry versus saturated samples. The relation of the 
factors most commonly required for porosity tests is summarized by 
the following equation,’’ 

p = 100 = 100 = 100 = 100(6 -a) (1) 

where p is porosity, W volume of water required to saturate dry sample 
of rock or soil, V volume of sample, v aggregate volume of solid parti- 
cles comprising the sample, S weighted average of specific gravities of 
minerals composing the soil or rock, a specific gravity of dry samples, 
and b specific gravity of saturated sample. 

Rather elaborate core-sampling apparatus have been devised to 
obtain samples in an undisturbed condition. However, the removal 
of any sample from its original environment is certain to disturb the 
sample to some extent. There is no positive assurance that any labora- 
tory procedure reproduces the original regimen of pressure, tempera- 
ture, or volume. Furthermore, in the final analysis the sample 
represents only an infinitesimal section of the soil or rock formation. 

Specific Yield 

Another physical characteristic which is of importance in the hydrol- 
ogy of ground water is the specific yield. When saturated rocks or 
soils are drained under the action of gravity, it is found that the 
volume of water yielded by draining is less than the volume of void 
space indicated by the total porosity of the material because of the 
pellicular water that is retained by molecular attraction. The quantity 
of water yielded by gravity drainage from saturated water-bearing 
material is termed the specific yield and is expressed as a percentage 
of the total volume of the material drained. The quantity of water 
retained by the material against the pull of gravity is termed the 
specific retention or field capacity and is again expressed as a percent- 
age of the total volume of the material. A somewhat similar term, 
moisture equivalent,® is frequently used to represent the moisture 
retained by a saturated sample when subjected to an arbitrary cen- 
trifugal force. It is evident that the sum of the specific yield and the 
specific retention of a material is equal to its porosity. 

If evaporation is prevented, the greater part of the water retained 
by a column of rock or sand and gravel, after draining for 24 hr, will 

*0. E. Meinzer, “The Occurrence of Ground Water in the United States,” 
t/. S. Geol. Survey Water-Supply Paper 489, 1923, p. 12. 

®L. J. Briggs and J. W. McLane, “The Moisture Equivalent of Soils,” U. S. 
Dept. Agr. Bur. of SoiU Bull 46, 1907, 
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be retained almost indefinitely as a film held by molecular adhesion on 
the walls of the interstices. The greater the amount of total interstitial 
surface in a rock or unconsolidated material the greater is its specific 
retention. As would be expected, it is found that, as the effective di- 
ameter of grain decreases, the specific retention generally increases be- 
cause the total exposed surface area increases with decreasing grain 
size. 

Although the total porosity of a clay or fine sand might be equivalent 
to the total porosity of a coarse gravel, it follows from the foregoing 
statements that the large specific retention of the clay would result 
in a very small specific yield, whereas the reverse would be true for 
the coarse gravel. For practical purposes, a water-bearing formation 
of coarse gravel would supply large quantities of water to wells, 
whereas clay formations, although saturated and of high porosity, 
would be of little value in this respect. Accordingly, we find that 
specific yield is termed by some as the effective or practical porosity. 

Determinations of the specific yield or specific retention by labora- 
tory methods are limited by the difficulties of securing undisturbed 
and representative samples that are noted under permeability deter- 
minations by laboratory methods. In addition, the short sample col- 
umns used in the laboratory cannot duplicate the very long capillary 
tubes that probably exist in the thick sections found in the field. As 
for permeability, the most satisfactory determinations of specific yield 
are made in the field through the medium of pumping tests. 

Permeability and Transmissibility 

The vertical percolation of ground water through capillary in- 
terstices results in the build-up of a hydraulic gradient with consequent 
lateral percolation of water through interconnecting interstices. The 
capacity of a formation for transmitting water is measured by its 
coefficient of permeability j which is defined by Meinzer^ as the rate of 
flow of water in gallons per day through a cross-sectional area of 1 sq 
ft under a hydraulic gradient of 1 ft per ft at a temperature of 
60° F. 

The term coefficient of transmissibility introduced by Theis* is com- 
ing into popular usage in ground-water hydrology. The coefficient of 
transmissibility is defined as the rate of flow of water in gallons per 

*N. D. Steams, “Laboratory Tests on Physical Properties of Water-Bearing 
Materials,” U. S. Geol. Survey Water-Supply Paper 596, 1927, p. 148. 

®C. V. Theisj-“The Relation between the Lowering of the Piezometric Surface 
and the Rate and Duration of Discharge of a W^ll Using Ground Water Storage,” 
Trans. Am. Geophys. Union, 1936, p. 620. 
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day through a vertical strip of the aquifer 1 ft wide and extending the 
full saturated height under a hydraulic gradient of 100 per cent at a 
temperature of 60° F. The difference between the coefficients of per- 
meability and transmissibility is shown in diagrammatic form by 
Fig. 49. 

The permeability of granular material varies with the diameter and 
degree of assortment of the individual particles. A well-sorted gravel 
has a much higher permeability than a well-sorted coarse sand. 
However, gravel with a moderate percentage of medium- and fine- 
grained material may be considerably less permeable than a uniformly 
sized coarse sand. In graded material, the particles of moderate size 
fill the pore spaces between the larger particles, and in turn the re- 
sultant pore spaces are filled by the fine materials, thus forming a 
compactly knit and impervious mass such as is obtained in good con- 
crete. 

Measurements of the permeability of rocks and unconsolidated ma- 
terials may be made bg^;, either field or laboratory methods as described 
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by Muskat® and by Wenzel.*^ Laboratory determinations of the 
coefficient of permeability are made by measuring the discharge or 
the time rate of change in head, for the percolation of measured quan- 
tities of water through a known area and volume of soil sample. 
Devices used for this purpose are termed permearneters and include 
a supply reservoir or tank from which water is discharged through a 
percolation cylinder under either a constant or a variable head. The 
percolation cylinder is accurately machined to a fixed diameter and is 
equipped with a base screen which supports the soil sample and per- 
mits free inflow of water. Manometer tubes in the supply and re- 
ceiving reservoirs are used to determine the loss of head that occurs 
for the vertical percolation of known quantities of water through the 
soil cylinder at measured rates. A schematic representation of the 
more common types of permeameter is shown in Fig. 50. 

The use of permearneters to determine the permeability of uncon- 
solidated material is invalidated to a large degree because of the great 
errors introduced in repacking a disturbed sample. Inasmuch as the 
packing arrangement is a critical factor in determining the penne- 
ability of an incoherent material, it would seem advisable to apply 
laboratory methods only to consolidated materials or cores of uncon- 
solidated material. Further caution should be exercised because the 
volume of material used in permeameter tests represents only an 
infinitesimal sample of a formation that is generally quite heter- 
ogeneous. Accordingly, to be of value permeameter programs should 
include many samples collected at frequent depth intervals and at 
numerous locations within the area. 

Field determinations of permeability are made by either the velocity 
or the potential method. In the velocity method one well is used for 
the injection of salt, dye, or an electrolyte. Two or more wells are 
used as observation stations to determine the time rate of travel of 
the injected substance through the water-bearing material. Fluo- 
rescein is generally used for the dye method and can be detected by 
eye or in more dilute form by colorimeter. The chemical or salt 
method requires periodic sampling and analysis of water from each 
observation well to determine the time of arrival of the salted solution. 
The electrolyte method requires periodic readings of the electric con- 
ductivity of the water in each observation well. Measurements of 

® Morris Muskat, Flow of Homogeneous Fluids through Porous Media, McGraw- 
Hill, 1937. 

^L. K. Wensel and V. C. Fishel, “Methods for Determining Permeability of 
Water-Bearing Materials,’’ 17. 5. QeoL Survey Water-Supply Paper 887, 1942. 
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Discharging permeameters 



Constant head type Variabie head type 


Nondischarging permeameter 



Fig. SO. 


Percolation cylinder 
Manometer 
Supply reservoir 


the water-table gradient, the distance between observation wells, and 
the time of travel of the injected material provide the basis for deter- 
mining the permeability of the material over the path of travel. A 
sketch of the equipment setup for one form of the velocity method 
is shown in Fig. 51. 

Inasmuch as the velocity of flow through most ground-water aquifers 
is measured in terms of a few feet per day, it is necessary that velocity 
observations be confine^ to small areas in order to secure results within 
a reasonable time. This method measures the velocity of the fastest 
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thread of water that happens to intersect the two wells and not 
necessarily the average velocity between the wells. This method would 
be impractical for sampling adequately any heterogeneous aquifer that 
has large variations in vertical and horizontal permeability. 

Potential methods of determining permeability are based on meas- 
urements of the amount and rate of drawdown or recovery of water 
level in observation wells at different distances from a well that is 
either pumping or recovering from pumping, respectively. The prin- 
ciples and application of this method are covered in detail under the 
discussion of ground-water hydraulics. A distinct advantage of the 
potential method is its ability to sample large areas of the undisturbed 
aquifer within a limited time and at a minimum of expense. 



Fig. SI. 


The Ground-Water Reservoir 

The classification of the earth^s crust with reference to its properties 
as a reservoir for the storage and transmission of percolating ground 
waters and the subdivision of this reservoir into its component parts is 
shown in Fig. 52. Interstices are probably absent in the zone of rock 
flowage, because the stresses are beyond the elastic limit, and the rock 
is in a state of plastic flow. Water in this zone is classified as internal 
water and is not in the realm of the hydrologist. The depth at which 
rocks undergo permanent deformation is not known accurately but is 
generally estimated as many miles. 
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In the zone of rock fracture, the stresses are below the elastic limit, 
and interstices can exist in the rocks. Water in this zone is stored 
in the soil or rock interstices and accordingly is termed interstitial 
water. Although there is no direct relation between porosity and 
depth, in general, the porosity decreases with depth, the large openings 
particularly being absent at great depths. In crystalline rocks most 
of the water is encountered within 300 ft of the surface.® In sedi- 
mentary rocks, such as limestone and sandstone, porous zones that 
yield water readily are encountered in some places at depths of more 
than 6000 ft, although most wells in these strata find little water below 
a depth of 2000 ft. The decrease in size of interstices with increased 
depth is caused in part by the increased pressure at great depth, which 
tends to close the pore spaces or crevices, and in part by the cementa- 
tion of interstices by the heavier and more highly mineralized waters. 

The zone of aeration is that part of the earth ^s crust where the 
water present is not under hydrostatic pressure, except temporarily, 
and for the most part the interstices are filled with atmospheric gases. 
Water retained in this zone is held by molecular attraction and is 
termed pellicular, suspended, or vadose water. The thickness of the 
zone of aeration varies considerably depending on the geology, hy- 

® E. E. Ellis, '^Occurrence, of Water in Crystalline Rocks,” U. 8. Geol. Survey 
Water-^Supply Paper 160, iSfc, pp. 19^28. 
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drology, and topography of the area. It may be virtually nonexistent 
in lowland areas adjacent to bodies of surface water as in marsh lands, 
or it may be as much as 1000 ft thick as in arid regions of great 
topographic relief. 

The belt of soil water consists of the soil and other unconsolidated 
materials in which the root systems of plants, grasses, and trees are 
developed and from which water is discharged to the atmosphere by 
evaporation or transpiration. Evaporation occurs largely at the sur- 
face, except in tight clay soils under prolonged drying, where shrinkage 
cracks develop and permit air circulation to some depth. Although 
water may be brought to the evaporation areas by capillarity, in 
general water is not discharged in appreciable quantities by evapora- 
tion below depths of a few feet. As to transpiration, note that, 
although the root penetration of most common grasses and field crops 
is seldom more than a few feet, records indicate root development for 
wheat to depths of 7 ft; for alfalfa as much as 30 ft;® and for some 
perennials in arid regions as much as 50 ft.^® 

The capillary fringe is the belt overlying the zone of saturation and 
containing interstices, some or all of which are filled with water that 
is in connection with and is a continuation of the zone of saturation, 
being held above that zone by capillarity acting against the force of 
gravity. The thickness of the capillary fringe in granular material is 
a function of the effective particle size and generally increases as the 
grain size decreases. The fringe thickness may range from a few 
inches in coarse gravel to 8 ft in silty material and is probably much 
greater in very fine-grained sediments. The capillary fringe in a 
given material may vary slightly in thickness from summer to winter 
because of changes in water temperature. The surface tension of water 
increases as the temperature decreases, and within the range of 60° to 
32° F it increases about 3 per cent. Although the density of water 
varies with temperature, this change is negligible. Accordingly, then, 
the thickness of the capillary fringe would be somewhat greater in 
late winter and spring, the period of lowered ground-water temperature. 

Beneath the capillary fringe lies the zone of saturation. It is this 
zone that is of importance to the hydraulic engineer and well driller 
as the source of water for wells and springs. It is of importance to 
the hydrologist as the reservoir that provides the closing link in the 
hydrologic cycle by serving as the mechanism for the intake, trans- 

»W. W. Burr, “The Storage and Use of Soil Moisture,” Nebraska Vniv. Re» 
search Bull, 6,^1914, p. 9. 

E. Meinzer, “Plants as Indicators of Ground Water,” V, S. Geol, Survey 
Water-Supply Paper 577, 1927, p. 77. 
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port, and return of underground waters and to the surface and the 
atmosphere. The upper surface of the zone of saturation is called 
the water table, 

Wfjfter Table and Artesian Aquifers 

Although idealized conditions such as are shown in Fig. 85 are 
found frequently in the field, usually an actual cross section of a 
valley is more complex than indicated by this diagram. Field recon- 
naissance may reveal more than one water-bearing formation with 
considerable variation in the character of each stratum. The many 
geologic processes involved, coupled with the great variations in 
intensity and duration of the forces in action during each stage of 
development leading up to the existing structures, have resulted in 
an infinite niunber of variations in the geologic and hydrologic dimen- 
sions of the ground-water reservoir. The “hodge-podge” assortment 
of the drift cover in glaciated areas typifies these complexities. How- 
ever, the heterogeneous nature of the surficial materials does not 
invalidate the fundamental principles but merely complicates their 
application. 

A stratum or formation of 'permeable material that will yield 
gravity ground water in appreciable quantities is termed an aquifer. 
The term “appreciable quantity” is relative because, where ground 
water is obtained with difficulty, even fine-grained, poorly productive 
materials may be classed as principal aquifers. If an aquifer is over- 
lain by a confining bed of impervious material and if the water level 
in a tightly cased well penetrating the aquifer rises above the bottom 
of the confining bed, the aquifer is termed artesian. The overlying 
confining bed is an aquidude. The artesian aquifer differs from the 
water-table aquifer in that the surface, formed by contouring or 
connecting the heights of the water level in tightly cased wells tapping 
the aquifer, is not a free surface exposed to the soil atmosphere but 
is an imaginary pressure surface standing above the body of the 
aquifer. Consequently it receives the name of piezometric surface. 
Although the term piezometric surface can be applied also to the 
water-table surface, the reverse is not true. Contours drawn on 
the piezometric surface are referred to as isopiestic lines. A diagram- 
matic cross section illustrating the application of the above termi- 
nology is shown in Fig. 53. 

The water level in well 1, which taps aquifer A, coincides with the 
water table or surface of the zone of saturation in this aquifer, and 
consequently well 1 is ^ nonartesian or water-table well. The water 
levels in wells 2, 3, and 4 stand above the base of the overlying aqui- 
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elude, and aquifers B and C are artesian. Region a-a is an area of 
artesian flow, and well 4 is a flowing well. The lower static level in 
aquifer B indicates that water is moving from aquifer ^4 or C into 
aquifer B through a distant break in aquiclude A or B ov by vertical 
leakage through the aquicludes. The high head in wells 3 and 4 indi- 
cates that the recharge or intake area of aquifer C is at a relatively 
high elevation, probably above the land surface shown in the cross 
section. Aquifers like B and ( 7 , which contain confined ground water, 
are pressure conduits and exhibit interesting elastic phenomena. 

Elastic Properties of Artesian Aquifers 

It is a common observation that wells in some areas will undergo 
changes of water level during periods of large fluctuation in barometric 
pressure. A representation of the mechanism causing the change of 
water level under varying air pressure and a hydrograph from a well 
exhibiting tWs effect are shown in Fig. 54. As the barometric pressure 
increases, the water level in the well casing tends to be depressed. An 
equal effect is exerted on the soil column and on the shallow water 
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December 1947 




B s Barometric pressure 



Idealized cross section of aquifer showing how bridging 
action of overlying aquiclude sets up pressure differential 
in the underlying aquifer which is balanced by a change 
in hydrostatic head. 


Fig. 54. 


table with a resultant balance of the pressure inside and outside the 
well tapping the shallow aquifer, and consequently no net change in 
water level occurs. In the deeper aquifer, however, the overlying 
aquiclude is competent to some degree in resisting the load imposed 
by the rising barometer and does not transmit the full effect of the 
air pressure change. Cppequently, the water level in the well tapping 
confined ground water is depressed an amount equal to the proportion 




GROUND WATER 


141 


of the barometric pressure change that is not transmitted by the 
aquiclude. The ratio of water-level change to the barometric change, 
in equivalent units, is termed the barometric efficiency of the well. 
Note that the effect is inverse, that is, as the barometric pressure rises 
the water level declines. 

Inasmuch as the increased hydrostatic pressure in the aquifer, which 
accompanies a rise in barometric pressure, exceeds the residual pres- 
sure transmitted through the aquiclude, a net positive pressure is 
exerted on the aquiclude. As a result of this pressure, the aquiclude 
is compressed slightly, or, conversely, the aquifer expands a small 
amount. The slight increase in aquifer volume accommodates the 
water displaced from the well casing by the increased pressure on 
the water surface. Changes in barometric pressure are generally 
of very short duration compared to the time required for the displaced 
water to move through the formation for any distance. Consequently, 
barometric fluctuations are recorded in confined aquifers if the over- 
lying aquiclude is competent to resist pressure and extends over an 
appreciable area. Wells located near an outcrop area or near a break 
in the aquiclude, where contact with the surface or surface formations 
occurs within close proximity to the well, will not exhibit barometric 
effects. 

Reports of blowing and sucking wells which exhibit pronounced 
updraft or downdraft of air at the well mouth may be explained by 
the barometric effects noted above. These reports are especially 
prevalent where an extensive aquiclude occurs some distance above 
the water table, so that there is a body of air confined between the 
water table and the aquiclude, which communicates with the atmos- 
phere only through wells. Also the frequent reference to noticeable 
cloudiness or color in the well water preceding a storm might be 
explained in part by the rapid rise of water level, which would 
accompany a barometric low and would bring into the well silty or 
fine material, as a result of the quick inrush of water through the 
screen. Some cloudiness may also be caused by gas that escapes from 
solution when the atmospheric pressure is lowered. 

Superimposed loads on the earth^s crust also produce changes of 
water level in wells tapping confined ground water, as indicated in 
Fig. 65, which shows an autographic record of water-level fluctuation 
caused by railroad trains passing within 100 ft of the observation 
well. The alternate loading and unloading of the earth^s crust by 
ocean tides -in the coastal areas results in a corresponding cycle of 
water-level fluctuation in wells as shown in Fig..-56. In these cases, 
the resultant of the impressed pressure that is transmitted to the 
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Pig* Si., V Hydrograph from automatic water-stage recorder in operation on well 
tapping Marshall sandstone at Battle Creek, Michigan. Short-period vertical 
displacements superimposed on curve are water-level fluctuations caused by 
artesian loading from passing railroad trains. 

aquifer, because of the incompetency of the aquiclude to resist entirely 
the increase in pressure, causes a rise in water level in the well casing, 
and the ratio of this rise to the total load impressed is termed the 
tidal efficiency of the aquifer. Inasmuch as the tidal efficiency is a 
measure of the incompetency of the aquiclude and the barometric 
eflSciency is a measure of its competency, it is evident that the sum 
of the barometric and tidal efficiencies of an aquifer must equal unity, 
as demonstrated mathematically by Jacob.^^ 

Subsurface Leakage 

The presence of aquicludes or confining layers of considerable 
thickness and of dense, compact texture has probably served to 
further the somewhat popular but quite erroneous belief that the 
artesian aquifers are insulated strata containing connate waters. In 
this connection, it should be noted that many of our highly developed 
artesian aquifers would l5e dry today if such insulation were general. 
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Fortunately, however, most aquifers receive recharge either through 
direct infiltration on outcrop areas, through permeable breaks in the 
confining aquicludes, or by means of leakage through the aquiclude 
itself. Like many physical terms, the word impervious is only relative 
and not absolute because air or water will permeate most materials 
if sufficient time and pressure are involved. 

To demonstrate the possible magnitude of aquiclude leakage, there 
is represented in Fig. 57 an idealized cross section of a geologic condi- 
tion that is found frequently in the field. It is assumed that the 
average coefficient of permeability is 2000 gal per day per sq ft for 
aquifer B and 0.2 gal per day per sq ft for aquiclude A, or a ratio 
of 10,000 to 1. The permeability value selected for the aquifer is 
representative of the average obtained for many sand and gravel 

C. E. Jacob, “On the Flow of Water in an Elastic Artesian Aquifer,” Trans, 
Am. Geophys. Union, 1940, p. 583. 



Fig. 56. Hydrograph showing fluctuations of water level in a 386-ft well at 
Long Beach, N. Y., as compared to the tide at East Rockaway Inlet, N. Y. 
From Plate 4 of U. S. Geological Survey Water-Supply Paper 156. 
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Fig. S7. Generalized cross section of shallow and deep aquifer showing differen- 
tial hydrostatic head. 


formations. The value selected for the aquiclude corresponds to a 
sample of clayey silt tested in the hydrologic laboratory^ of the U. S. 
Geological Survey. The mechanical analysis for this material indi- 
cates clay, 49.3 per cent, silt, 45.3 per cent, and material larger than 
silt but less than 0.50 mm, 5.4 per cent; the porosity was 55.5 per cent. 
Assume that the water table in the shallow aquifer has a head 50 ft 
greater than the piezometric surface in the deeper aquifer. Assign a 
thickness of 50 ft for aquiclude A, With the foregoing conditions, it 
is calculated that the leakage through the aquiclude from the shallow 
to the deep aquifer would occur at the rate of 0.2 gal per day per sq ft 
of aquiclude area. This seems a minor item at first consideration, but 
for each square mile the leakage totals 5.6 million gal per day, or 
enough to supply a community of 56,000 people at an average rate 
of 100 gal per capita per day. When we consider the many square 
miles of contributing area available to most large aquifers, it is evident 
that the assumed aquiclude can contain even less pervious material 
and still pass appreciable quantities of water. 

For the assumed conditions with a porosity of 56 per cent, the 
movement of water through the aquiclude would occur at the rate of 
0.6 in. jper day or require about 3 yr for a traverse through the 50-ft 

K. Wenzel and V. C. Fishel, '^Methods for Determining Permeability of 
Water-Bearing Materials,” U. S, Geol. Survey Water-Supply Paper 887, 1942, p. 13. 
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section. Accordingly, then, an aquifer recharged only by leakage 
from adjacent aquicludes will not show water-level fluctuations in 
response to short period changes in precipitation rate. 

In addition to the dewatering problems in subsurface construction 
where aquifers are exposed by excavation, other difficult problems 
may arise in deep excavation into an overlying aquiclude. Prior to 
excavation, the stresses in an aquiclude would be in equilibrium with 
the total force exerted by the underlying aquifer. Assume that at the 
site the aquifer has a large hydrostatic head and a high transmissi- 
bility. The aquiclude over a long period of time has compacted to 
a thickness that provides the inherent stability to balance the upward 
pressure from the aquifer. Although detailed information is not avail- 
able, it would seem probable that any excavation to appreciable depth 
in the aquiclude might disturb the force balance to an extent that might 
result in upheaval of the pit floor and general instability. If rupture 
of the aquiclude occurred or if permeable zones were exposed, large 
boils or springs might develop. A condition of this type might be 
remedied by a few properly spaced wells that penetrate the deep 
aquifer and are pumped at a rate sufficient to reduce the pressure and 
restore an equilibrium state. 

Underflow 

To all who are acquainted with the construction of blind drains, the 
type of ground-water flow termed underflow will strike a familiar 
chord. The geologic “horse” in sedimentary rock and the buried 
kames, eskers, alluvium, and outwash channels in the drift mantle are 
examples of nature^s large-scale underdrains. Underflow may occur 
under either water-table or artesian conditions as shown in Fig. 58. 
Inasmuch as the word channel is generally used in surface-water 
terminology for flow with a free surface, the term underflow channel 
can be assigned for the water-table condition because a free surface 
exists. In a similar manner, underflow conduit can be used for the 
artesian condition because the term conduit generally implies con- 
fined flow. 

In periods of extended drought many stream channels, though dry 
with reference to surface flow, may carry appreciable quantities of 
water as underflow. In view of the vast network of preglacial and 
interglacial stream channels throughout the glaciated areas of the 
United States, plus the evidence that many of these buried channels 
are very large, it becomes evident that the underflow in channels filled 
with very permeable material may be an appreciable part of the base 
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Underfiov^ conduit 



Fig. 58. 


flow from some drainage basins. Although the velocity of such under- 
flow would be very much less than surface flow, the total discharge 
becomes appreciable if large areas are involved. 

Seepqge 

The movement of water between ground-water aquifers and surface 
sources is termed seepage. It is further classified as influent seepage, 
which is recharge from surface bodies of water, and effluent seepage, 
which is discharge to surface bodies of water. Thus surface streams 
are influent streams if the stream contributes water to the ground- 
water reservoir and effluent streams if water is received from the water 
table. A sketch of conditions existing in each type is shown in Fig. 59. 
The local build-up of head on the water table underlying an influent 
stream is termed a ground-water mound. The so-called bai^ flow 
of surface streams is the effluent seepage from the drainage basin. 
During periods of prolonged drought, when the total flow of a stream 
is restricted to the bas6 flow, the stream is functioning solely as a 
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Fig. 59. 


drain. Accordingly, the collection of pertinent data concerning the 
volume of discharge and the time rate of water-table decline for base- 
flow periods, which is one phase of present field investigations con- 
ducted by the U. S. Geological Survey, will provide in time the basis 
for application of drain formulas and the ultimate forecast of base 
flow for major streams. 

Ground-Water Hydraulics 

Although the first studies of the flow of water through capillary 
tubes by Hagen^** and Poiseuille^^ indicated that the rate of flow is 
proportional to the hydraulic gradient, it was Darcy'® who confirmed 
this law and applied it to the flow of water percolating through filter 
sands. Darcy’s law is expressed as follows, in the system of units of 
general usage, 

t; = — (2) 

V 

where v is velocity in feet per day, P coefficient of permeability in 

18 G. Hagen, “Ueber die Bewegung des Wassers in engen cylindrischen Rohren,” 
Ann. Physik Chem., Leipzig, 1839, vol. 46, pp. 423-442. 

i*J. L. M. Poiseuille, “Recherches experimentales sur le mouvement des 
liquides dans Ifes tubes de tres petit diametre,” Roy. Acad. Sci. Inst. France Math. 
Phys. Sci. Mem., 1846, vol. 9, p. 433. 

18 Henri Darcy, Les Fontaines publiques de la ville de Dijon, Paris, 1856. 
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cubic feet per day per square foot, I hydraulic gradient in feet per 
foot, and p porosity expressed as a ratio. 

In most ground-water problems, the total volume of flow is required, 
rather than the velocity, and consequently equation 2 is modified to 
the form 

Q = PI A (3) 

where Q is discharge in cubic feet per day, P coeflBcient of permeability 
in cubic feet per day per square foot, I hydraulic gradient in feet per 
foot, and A area of flow cross section in square feet. 

This formula may be adapted for use with the more convenient 
coelficient of transmissibility by noting the distinction between its 
definition and that of the coefficient of permeability 

Q = TIW (4) 

where Q and / are defined as above, T is the coefficient of transmissi- 
bility in cubic feet per day per foot, and W the width of flow cross 
section in feet. 

Either equation 3 or 4 may be used for determining the discharge of 
ground water through underflow channels or conduits or for computing 
the discharge across a given length of a contour on the water table or 
the piezometric surface. Most underflow problems can be greatly 
simplified by assuming an idealized rectangular cross section that 
closely approximates the actual section. An approximation of this 
type is shown in Fig. 60, with appropriate notations concerning the 
application of the foregoing terminology. A sample computation is 
made using the following assumed values, which are representative of 
average conditions for a sand and gravel filled channel. 



Longitudinal section 


Cross section A-A 
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P = 270 cu ft per day per sq ft 
/ = 10 ft per mile 
A =-mW 

where m = 100 ft, average thickness of aquifer, and W = 5000 ft, 
average width of aquifer; then by equation 3 

Q = PI A 

- • [Jo] • ^ 

Q = 255,000 eu ft per day 


or by equation 4 


Q = TJW 


where 


T = Pm = 270- 100 = 27,000 

« - [ Jo] ■ 

Q = 255,000 cu ft per day 


Although the formulas above are of considerable value in under- 
flow determinations, their application requires a knowledge of the 
permeability or transmissibility of the aquifer. The first applica- 
tion of Darcy^s law to the analysis of the hydraulics of wells was 
made by Dupuit^** in 1863. His equation was derived for a discharg- 
ing well located at the center of a highly idealized circular island and 
thus quite limited in its application. A modification of the Dupuit 
analysis was developed by Thiem^^ in 1906 that utilized for the first 
time two or more observation wells to determine the field coefficient of 
permeability. The derivation of Thiem^s formula may be set up from 
the profile section through the cone of depression shown in Fig. 61. 
From Darcy^s law, the flow through any concentric cylindrical section 
of the water-bearing material is given by equation 3 


Q = PI A 

Jules Dupuit, Etudes thioretiques et pratiques sur le mouvement des eaux, 
Paris, second ed., 1863. 

Gunter Thiem, Hydrologische Methoden, J. M. Gebhardt, Leipzig, 1906, 56 pp. 
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Pumped 

well 



Using cylindrical coordinates, we take r as the radius of any cylin- 
der and h as the height of the cone of depression at the distance r 
from the well. Then 



j _dh 
dr 

(5) 

and the flow area 



Therefore 

A = 2Trh 

(6) 


_ dh 

Q = P * — • 2rrh 
dr 

(7) 


Rewriting and setting up the integral between the limits ri and 
ra , the respective distances to observation wells 1 and 2, we have 

r dr 2irP P** . 

Integrating and inserting the limits, we obtain 

log. ^ [ha^ - ^ [ha^ - Ai2] (9) 

But 

ha^ — Ai® = [A 2 + Ai][A 2 — Ai] (10) 

and 

A 2 — fcl = — S2 (11) 
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If the amount of drawdown is small compared to the saturated thick- 
ness of the water-bearing material, /12 and h\ are nearly equal and 
approximate the saturated thickness, m, or 

A 2 “b = 2wi (12) 

, r2 xP ^ . 27rPm , . 

loge- = — • 2 m{si - 82) = — — (si - 82) (13) 

r\ (4 Q 

but 


T Pm 

therefore 

r2 2TrT 

log. - = — (si - 82 ) (14) 

ri Q 

Converting the logarithm to the base 10 and transposing to solve 
for Ty we have 

2.300 logio- 

^ <■« 

where T is the coefficient of transmissibility in cubic feet per day per 
foot, Q is discharge of pumped well in cubic feet per day, Vi and r 2 
are the respective distances of observation well from pumped well 
in feet, and Si and S 2 are the respective drawdown or recovery in 
observation well in feet. 

The derivation of the Thiem formula is based on the following 
assumptions, and its successful application is dependent on the degree 
to which these qualifications are satisfied by the field conditions: (1) 
the aquifer is homogeneous, isotropic, and of infinite areal extent; (2) 
the discharging well penetrates and receives water from the entire 
thickness of the aquifer; (3) the coefficient of transmissibility is con- 
stant at all places and at all times; (4) pumping has continued at a 
uniform rate for a time sufficient for the hydraulic system to reach 
an equilibrium stage or a steady flow condition; (5) the flow lines are 
radial; and (6) flow is laminar. Despite the limiting assumptions, 
Thiem^s formula is widely applicable to ground-water problems, and, 
as will be demonstrated, many of the above limitations can be re- 
moved by appropriate adjustment. 

As shown by Wenzel,^® the equilibrium formulas used by Slichter, 

i®L. K. Wenzel and V. C. Fishel, ‘‘Methods for Determining Permeability of 
Water-Bearing Materials/’ U. S. Geol. Survey Water-Supply Paper 887, 1942^ 
pp. 79-82. 
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Turneaure and Russell, Israelson, and Muskat are essentially modified 
forms of Thiem^s method. Furthermore, Jacob^® demonstrated that 
Wenzel’s ^‘limiting formula” and “gradient formula” are also special- 
ized forms of the Thiem method. Accordingly, all the foregoing 
formulas are limited by the same assumptions used in deriving 
Thiem’s formula. Several of the previously mentioned equilibrium 
formulas entail the determination of 12, the distance from the 
pumped well at which the drawdown is inappreciable, and necessarily 
assume that the drawdown cone has reached a state of equilibrium 
over the entire area of influence. The use of R arises when observation 
wells are not available, and the required two points for the equilibrium 
formula are (1) the pumped well where r and s are measurable and 
(2) the point of zero drawdown at the radius of influence. Arbitrary 
values have been assigned to R by several investigators: Slichter®® 
gives 600 ft; Muskat®^ 500 ft; and Tolman®® 1000 ft. Turneaure and 
Russell®® indicate that adequate estimates can be made in many 
instances by assuming R to be approximately 1000 ft. When it is 
recognized that measurable drawdowns were observed by Leggette®^ 
at distances as great as 7.1 miles from a pumped well, it appears that 
under certain conditions the previous estimates for R may be low. A 
ground-water reservoir tends toward a state of equilibrium with 
natural discharge balancing natural recharge. Consequently, the 
development of a well disturbs this balance, and the new equilibrium 
state is reached by the propagation of the cone of depression to an 
extent where the natural recharge is increased or the natural dis- 
charge is decreased by an amount equal to the withdrawal by the 
well. In some instances the radius of the cone necessary to reach 
the areas of natural recharge or discharge may be many times greater 
than the values cited or estimated by the investigators mentioned 
above. 

C. E. Jacob, “Notes on Determining Permeability by Pumping Tests under 
Water-Table Conditions,” U. S. Geological Survey, mimeographed report, June 
m4. 

®® C. S. Slichter, “Theoretical Investigation of the Motion of Ground Water,” 
V, S, Geol. Survey \9th Ann. Repi., 1899, Part 2, p. 360. 

Morris Muskat, Flow of Homogeneous Fluids through Porous Media, 
McGraw-Hill, 1937, p. 95. 

22 c. F. Tolman, Ground Water, McGraw-Hill, 1937, p. 387. 

28 F. E. Turneaure and H. L. Russell, Public Water Supplies, John Wiley, 
fourth ed., 1940, p. 270. 

R. M. Leggette, “The Mutual Interference of Artesian Wells on Long Island, 
N. y.,” Trans. Am. Qeophyij^. Union, 1937, p. 493. 
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The Nenequilibrium Formula 

A major advancement in ground-water hydraulics was made by 
Theis*® in 1935 with his development of the nonequilibrium formula 
which introduces the time factor and the specific yield or coefficient 
of storage. This formula was derived by analogy between the flow 
of ground water and the flow of heat by conduction. Later, Jacob®* 
demonstrated the derivation of this formula using hydraulic concepts 
directly. 

A generalized free-body diagram of the flow system in the vicinity 
of a discharging well is shown by Fig. 62. Assuming that impermeable 
planes bound the system on top and bottom and all flow is radial, we 
find from the principle of the conservation of matter that the differ- 
ence in the rate of flow through the inner and outer faces of the 
cylindrical shell must be drawn from storage within the shell. 

Oi - <32 = I (16) 

From equation 4 the flow through the inner face is 

Qi = ThWi = - (17) 

dr 


Since the second derivative defines the rate of change in slope, we 
can determine the slope or gradient of the piezometric surface at the 
outer face of the cylinder. 


/2 = /i + 


d^s 

dr^ 


dr 


ds dh 


(18) 


Then the flow through the outer face is 

<32 = - T (^ + ^2 dr) 2T(r -h dr) (19) 

The rate of change in volume within the cylindrical shell is ex- 
pressed as 

df „ , ds „ 

— - 2ier dr — 8 (20) 

at dt 

** C. V. Theis, “The Relation between the Lowering of the Piezometric Surface 
and the Rate and Duration of Discharge of a Well Using Ground-Water Storage/* 
Tram. Am, Geophys, Union, 1935, pp. 519-524. 

C. E. Jacob, “On the Flow of Water in an Elastic Artesian Aquifer,” Tram. 
Am. Geophys. Union, 1940, pp. 574-586. 
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where S is the coefficient of storage. For water-table conditions, S is 
equivalent to the specific yield of the materials dewatered by pumping. 
For artesian conditions, where water is drawn from storage by the 
compression of the aquifer, S is equal to the water obtained from a 
column of water-bearing material with a base one foot square and a 
height equal to the thickness of the aquifer. 

Substituting the above values in equation 16 gives us 

ds / ds d^s \ ds 

-r~27rr + r(-+ — dr)27r(r + dr) ^2irrdr- S 
dr \dr dr^ / dt 

ds r ds d^s ’ ds 

-T- 2irr + r 27rr ~ + 2irrdr— + 2wdr- + 27r(dr)2 — 
dr t dr dr^ dr dr^} 

ds 

2irr dr — 8 
dt 

Dividing through by 2‘irrT dr and neglecting differentials higher 
than first order, we have 

•u dr^'^r dr T dt 


( 21 ) 
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This is the differential equation for the radial flow of water in an 
elastic artesian aquifer. For a constant pumping rate Q, the solution 
of this equation is given by 


Q 6-“ , 

I — du 

4tT Jr^lATt u 


(22) 


r^S 

where u = — - 
ATI 


(23) 


t = time since pumping started in days 

Q = discharge of pumped well in cubic feet per day 

The expression in equation 22 is not directly integrable as an ele- 
mentary function, but its value can be computed by the following 
series: 


r* ~du 
Jr^S/iTt U 

2 3 

= W(u) = -0.577216 - log. M M • • • (21) 

As noted above, the exponential integral is written symbolically as 
W{u)^ which in this usage is generally read “well function of w.” 
Tables of the value of this exponential integral have been published.*^ 
Values of W (u) for values of u from 10“ to 9.9 as tabulated by 
WenzeP® are given in Table 10. Values in the table are values of 
W (u) for different values u equal to N (columns 1 and 18), multiplied 
by 10 to the various powers shown at the top of each remaining 
column. For example, when u has the value 5.0, W {u) is determined 
from the line having N = 5 and column 17 as 0.001148, or, when u has 
the value 0.005, W {u) is 4.7261 (from the same line and column 14). 

Inspection of equations 22 and 23 reveals that, if s can be measured 
for one or more values of r and for several values of ty and if the 
discharge Q is known, S and T can be determined. However, the 
presence of two unknowns and the nature of the exponential integral 
make it impossible to effect an exact analytical solution. Inasmuch 

Smithsonian Physical Tables, Table 32, eighth revised ed., 1933 ; the values 
to be used are those given for Ei i—x), with the sign changed. 

2®L. K. Wenzel and V. C. Fishel, “Methods for Determining Permeability of 
Water-Bearing Materials/^ U. S, Geol. Survey Water-Suvvly Pnper 887, 1942, 
facing p. 89. 
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TABLE 10 {Continued) 

Values of W{u) for Nonequilibrium Formula 


10 

11 

12 

13 

14 

15 

16 

17 

18 

iNTXlO^ 

ATXIO-# 

iVX10-‘ 1 

iVXlO-* 

iVXlO-* 

iVXlO-* 

ATXlO-i 

AT 1 

N 

15.5109 

13.2383 


8.6332 

6.3315 

4.0370 

1.8229 


1.0 

15.4450 

13.1430 


8.5379 

6.2363 

3.0436 

1.7371 

.1860 

1.1 

15.3586 

13.0560 


8.4500 

6.1494 

3.8576 


.1584 

1.2 

15.2785 

12.9759 

10.6734 

8.3709 

6.0605 

3.7785 


.1355 

1.3 

15.2014 

efJIiUlU 


8.2968 

5.9955 

3.7054 


.1162 

1.4 

15.1354 

12.8328 

10.5303 

8.2278 

5.9266 

3.6374 

1.4645 


1.5 


12.7683 

10.4657 

8.1634 

5.8621 

3.6739 

1.4092 

.08631 

1.6 

15.0103 

irlrlyffl 

10.4051 

8.1027 

5.8016 

3.6143 

1.3578 

.07465 

1.7 

14.9531 

iFSsvtl 

10.3470 

8.0455 

5.7446 

3.4581 

1.3098 

.06471 

1.8 

14.8990 


10.2039 

7.0915 

5.6906 


1.2640 

.05620 

1 9 

14.8477 

12.5451 

10.2426 

7.9402 

5.6394 

3.3547 

1.2227 

.04890 

2 0 

14.7989 

12.4964 

10.1938 

7.8914 

5.5907 

3.3060 

1 . 1829 

.04261 

2.1 

14.7524 

12.4408 

10.1473 

7.8449 

5.5443 

3.2614 

1 . 1454 

.03719 

2 2 




■rHiniilMI 

5.4099 

3.2170 

1 . 1090 

.03250 

2.3 

14.6664 

12.3628 


7.7579 

5.4575 

3.1763 

1.0762 


2 4 

14.6240 

12.3220 


7.7172 

5.4167 

3.1365 

1.0443 

.02491 

2.5 

14.5854 

12.2828 


7.6779 

5.3776 

3.0983 


.02185 

2 6 

14.6476 

12.2450 

0.9425 

7.6401 

5.3400 

^KWjTiT^^H 

0.9840 

.01918 

2 7 

14.6113 

12.2087 


7.6038 

5.3037 


.9573 

.01686 

2 8 

14.4752 

12.1736 

0.8710 

7.5687 

5.2687 



.01482 

2 9 

14.4423 

12.1307 

9.8371 

7.5348 

5.2349 

2.9501 

.9067 

.01305 

3 0 

14.4095 

■FUriTiTie 

0.8043 

7.5020 

5.2022 

2.9273 

.8815 

.01149 

3 1 

14.3777 


9.7726 

7.4703 

5.1706 

2.8965 

.8583 


3 2 

14.3470 

12.0444 

9.7418 

7.4395 

5.1399 

2.8668 

.8361 

.008039 

3.3 

14.3171 

12.0145 

9.7120 

7.4097 

5.1102 

2.8379 

.8147 

H 1 M 

3 4 

14.2881 

11.9855 

9.6830 

7.3807 

5.0813 

2.8099 

.7942 

.006970 

3 5 

14.2599 

11.9574 

9.6548 

7.3526 

5.0532 

2.7827 

.7745 

.006160 

3 6 


BlWiKTim 

9.6274 

7.3252 

5.0250 

2.7563 

.7554 

.005448 

3.7 




7.2985 

4.9903 

2.7306 

.7371 

.004820 

3.8 

pfll rjg jS 


0.5748 

7.2725 

4.9735 

2.7056 

.7194 

.004267 

3.9 

BeII ^ iS 

11.8520 

9.5405 

7.2472 

4.9482 

2.6813 

.7024 

.003770 

4.0 

BlII ^ 

11.8273 

9.5248 

7.2225 

4.0236 

2.6576 

.6850 

.003340 

4.1 

Bell 



7.1985 

4.8997 

2.6344 


.002969 

4.2 

14.0823 


9.4771 

7.1749 

4.8762 

2.6119 

.6546 

.002633 

4.3 

14.0693 

11.7567 

9.4541 

7.1520 

4.8533 

2.5899 

.6397 

.002336 

4.4 


11.7342 

9.4317 

7.1295 

4.8310 

2.5684 

.6253 

.002073 

4.5 


11.7122 

9.4007 

7.1075 

4.8091 

2.5474 

.6114 

.001841 

4.6 


11.6907 

9.3882 


4.7877 

2.5268 

.6979 

.001635 

4.7 

13.9723 

11.6697 

9.3671 


4.7667 

2.5068 

.5848 

.001453 

4.8 

13.9516 

11.6491 

9.3465 


4.7462 

2.4871 

.5721 

.001291 

4.9 

13.9314 

11.6289 

9.3263 

7.0242 

4.7261 

2.4679 

.5568 

.001148 

5.0 

13.9116 

11.6091 



4.7064 

2.4491 

.5478 

.001021 

5.1 

13.8922 

11.5895 

9.2871 

6.9850 

4.6871 

2.4306 

.5362 

.0009086 

5.2 

13.8732 

11.5706 

9.2681 

6.9359 

4.6681 

2.4126 


.0008086 

5.3 

13.8545 

11.5519 

9.2404 

6.9473 

4.6405 

2.3948 


.0007198 

5.4 

13.8361 

11.5336 

9.2310 

6.9289 

4.6313 

2.3776 



5.5 

13.8181 

11.5155 

9.2130 

6.9109 

4.6134 

2.3604 

.4930 


5.6 

13.8004 

11.4978 

9.1053 

6.8932 

4.5958 

2.3437 


ilili 

6.7 

13.7830 

■ IfEKOIB 

9.1779 

6.8758 

4.5786 

2.3273 

.4732 

W iivr 

5.8 

13.7659 



6.8588 

4.5615 

2.3111 

.4637 

lIlTtJ flM! 

5.9 

13.7491 

11.4465 

0.1440 


4.5448 


.4544 

WvMvi 

6.0 

13.7326 

11.4300 

9.1275 

6.8254 

4.5283 

2.2797 

.4454 

^VPitT 

6.1 

13.7163 

11.4138 

9.1112 


4.5122 

2.2645 

.4366 


6.2 


11.3978 

9.0952 

6.7932 

4.4963 

2.2404 


VrclTr 

6.3 

13.6846 

11.3820 


6.7775 

4.4808 

2.2346 

.4197 

SvrT/ 1* 

6.4 

13.6691 



6.7620 

4.4652 

2.2201 

.4115 

vpHtI 

6.5 

13.6538 



6.7467 

4.4501 

2.2058 

.4036 

H Vi r f V 

6.6 

13.6388 

11.3362 


6.7317 

4.4351 

2.1917 

.39.59 

vTTvrT 

6.7 

mwwmm 

11.3214 

9.0189 

6.7169 

4.4204 

2.1779 

.3883 

iTrilLLK 

6.8 

13.6094 

11.3068 


6.7023 

4.4059 

2.1643 


*IVf iIt 

6.9 


11.2924 

8.9899 

6.6879 

4.3916 

2.1508 

.3738 

"iTiTSJjT?* 

7.0 


11.2782 

8.9757 

6.6737 

4.3775 

2 . 1376 

.3668 

VrI vpr 

7.1 

13.5563 

11.2642 

8.9617 

6.6598 

4.3636 

2 . 1246 

.3590 


7.2 

13.5530 

11.2504 

8.0479 

6.6460 


2.1118 

.3532 


7.3 

13.5394 

11.2368 

8.9343 

6.6324 

4.3364 

2.0991 

.3467 


7.4 

13.5260 

11.2234 



4.3231 

2.0867 

.3403 


7.5 

13.5127 

11.2102 

8.9076 

6.6057 


2.0744 

.3341 


7.6 

13.4997 

11.1071 

8.8946 

6.5927 

4.2070 

2.0623 

.3280 


7.7 

13.4868 

11.1842 

8.8817 

6.5798 

4.2842 

vii'fwa 

.3221 


7.8 

13.4740 

11.1714 

8.8680 

6.5671 

4.2716 


.3163 


7.9 

13.4614 

11.1580 

8.8563 

6.5545 

4.2501 

2.0269 

.3106 


8.0 

13.4490 

11.1464 

8.8439 

6.5421 

4.2468 

2.0155 

.3050 

'Mvrri 

8.1 

13.4367 

11.1342 

8.8317 

6.5208 

4.2346 


.2996 


8.2 

13.4246 

11.1220 

8.8195 

6.5177 

4.2226 

1.9030 

.2943 

y!i iW.j! 

8.3 

13.4126 

11.1101 

8.8076 


4.2107 


.2891 

yKi?|r 

8.4 

mvwmm 

11.0982 

8.7957 

6.4939 

4.1990 

1.9711 



8.5 

13.3891 


8.7840 

6.4822 

4.1874 


.2790 

'HS^ijTr 

8.6 

13.3776 


8.7725 

6.4707 

4.1769 

1.9408 

.2742 

ViVll V 

8.7 

13.3661 

11.0635 

8.7610 

6.4592 

4.1646 

1.0393 

.2604 

iTiTyiH-V 

8.8 

13.3548 


8.7497 

6.4480 


1.9290 

.2647 

rrrilf 

8.0 

13.3437 

11.0411 

8.7386 

6.4368 

4.1423 

1 .9187 

.2602 

iViVlH ’ 

9.0 

13.3326 

11.0300 

8.7275 

6.4258 

4.1313 


.2557 


9.1 

13.3217 

11.0191 

8.7166 

6.4148 

4.1205 

1.8987 

.2518 


9.2 

13.3109 


8.7058 

6.4040 


1.8888 



9.3 

13.3002 

10.0976 

8.6051 

6.3934 

4.0002 

1.8791 

.2429 


9.4 

13.2896 


8.6845 

6.3828 

4.0887 

1 .8605 

.2887 

WiC' ff -ri 

9.5 

13.2791 

10.0765 

8.6740 

6.3723 

4.0784 

1.8599 

.2347 

vMyl'f 

9.6 

13.2688 

■TilfTiTiPl 

8.6637 

6.3620 


1.8505 

1 


9.7 

13.2585 

10.9559 

8.6534 

6.3517 

4.0579 

1.8412 

.2269 

(V. 

9.8 

18.2488 

10.9458 

8.6433 

6.8416 

4.0479 

1.8820 

.2281 

.000004637 

9.9 
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as one of the unknowns, T, occurs twice in the equation, once in the 
argument of the function and again as a divisor of the exponential 
integral, solution by trial would be most laborious. However, a 
graphical method of superposition, devised by Theis, makes a simple 
solution of the equation possible. The first step in this method is the 
plotting of a “type curve,” on logarithmic coordinate tracing paper, 
which represents the evaluation of the exponential integral or series 
of equation 24. From Table 10 values of W (u) are plotted against 
the argument u to generate the type curve which is shown by a solid 
line in Fig. 63. 

Rearranging equations 22 and 23 gives us 

« = [^] Win) (25) 

and 



If a constant withdrawal rate is maintained, that is, if Q is constant, 
the bracketed portions of equations 25 and 26 are constant for a given 
pumping test. Note that s is related to r^/t in a manner that is similar 
to the relation of W (u) to u. Consequently, if values of the drawdown 
or recovery, s, are plotted against r^/t on logarithmic coordinate tracing 
paper, to the same scale as the type curve, TF (u) versus w, the curve 
of observed data will be similar to the type curve. 

The circles on Fig. 63 represent the successive values of drawdown 
as computed from periodic measurements of the water-level decline 
in an observation well 48 ft from a well that was pumped at the 
constant rate of 250 gpm. In practice, the computed values of s and 
r^/t are plotted on a separate sheet of logarithmic tracing paper, and 
this graph of observed data is superimposed on the graph of the type 
curve. When the coordinate axes of the two curves are held parallel, 
the data curve is translated to a position which represents the best 
fit of the field ;data to the type curve. With both graph sheets at the 
best match position, an arbitrary point on the top curve is selected 
and pricked through or otherwise marked on the lower curve. The 
coordinates of; this common point are noted for the upper and the 
lower graph.. The trace of the type curve, for the match position, is 
shown as a dashed lin^ through the field data, on Fig. 63. The coordi- 
nates of the match point are recorded, and the use of these data with 
equations 25 and 26 to solve for T and S is also shown. 

The determination of^the coefficients of transmissibility and storage 
for an aquifer, by the discharging-well method, is somewhat similar to 
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0.001 0.01 0.1 1.0 



Q = 250 gpm or 48,000 cu ft per day 

Match-point coordinates 

u = 0.1 W (u) = 1.82 

r^/t = 3.75 X 10® s = 11.6 


T = 


S = 


Q'Wju) _ 48,000 X 1.82 
4x« Att X 11.6 
AuT 4 X 0.1 X 600 


= 600 ft*/day 




3.75 X 10® 


6.4 X 10- 


the testing procedure of measuring beam deflections under a given 
load to determine the elastic properties of a structural material. As 
for the beam, we can predict the drawdown or deflection of the water 
level at any point or for any load from a knowledge of its behavior 
under a known load at known points of observation. 

Assume that a well of 300-gpm capacity is to be drilled in the 
comparatively poor aquifer covered by the pumping test of Fig. 63 
and that the following conditions apply for this example: 


Total depth of well 
Screen setting 
Diameter of well 
Proposed yield 
Static depth to water 


= 200 ft 
= 170 to 200 ft 
= 12 in. 

= 300 gpm or 57,600 cu ft per day 
« 5 ft below grade 
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The problem is to predict the performance of this well for 30 days 
of continuous operation at peak capacity with total withdrawal from 
storage, that is, no recharge from rainfall or other sources. From the 
foregoing conditions we may set up the known quantities as follows: 

Q = 67,600 cu ft/day r = 6 in. = 0.5 ft 

/ = 30 days T = 600 ftVday 

iS = 6.4 X 10-< 


Then from equation 23 


(0.5)^6.4 

4 X 600 X 30 X 10^ 


= 2.2 X 10-» 


The value of Tr(u) corresponding to the above value of u is read from 
Table 10 as 

W(u) = 19.4 

From equation 25 


57, 600 X 19.4 
4ir X 600 


148 ft 


The pumping level at the end of the 30-day period is 

Static level = 5 ft below grade 

Drawdown = 148 ft 

Pumping level = 153 ft below grade 

The estimated pumping level is only 17 ft above the top of the well 
screen by the end of the 30-day period, if the well is pumped continu- 
ously at the maximum rate. Consequently, it is advisable to examine 
the performance of this proposed well over longer periods of pumping. 
In the manner outlined above for the computation of the 30-day 
pumping level, the levels for other periods are computed and plotted 
as the lowermost curve on Fig. 64. As indicated by this curve, the 
pumping level will reach the top of the well screen after 9 months of 
continuous pumping at the 57,600 cu ft per day rate. We assume 
that the aquifer is completely penetrated’** and that the top of 
it will coincide with the top of the well screen. Accordingly, the 
lowering of the water level in the pumped well below the top of the 
aquifer results in partial dewatering of the aquifer. This reduction 
in saturated thickness proportionately reduces the transmissibility and 
thereby increases the drawdown and furthers the decline of pumping 


** The discharge Q will be smaller for a partially penetrating well. For a dis- 
cussion of the effect of partial penetration on well yield, see reference 18 at the 
end of this chapter. 
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level for the given discharge rate. Extensive dewatering of an aquifer 
develops a “vicious cycle’’ of increased drawdown followed by de- 
creased aquifer thickness, a condition which occasions additional draw- 
down and further reduction in aquifer capacity until the well fails at 
the excessive pumping rate. If the rate of pumping is reduced, the 
water level in the pumped well will recover in proportion to the reduc- 
tion in discharge. For the foregoing example, reducing the pumping 
rate to 48,000 cu ft per day raises the pumping level to 28 ft above the 
top of the well screen at the time when the 57,600 cu ft per day rate 
would start dewatering the aquifer. 

In the previous example, the original assumption that all water 
would be withdrawn from storage without replenishment results in a 
progressive decline of water level to infinite time. Such calculations 
are of value in estimating minimum performance of wells under adverse 
conditions of extended drought. Under normal conditions, as pumping 
continues, the cone of depression deepens and expands until (1) it inter- 
cepts a surface stream which is adequate to support the well discharge 
under the given conditions, (2) it encompasses an area that will 
support the well yield under the prevailing rate of surface infiltration, 
or (3) it intercepts areas of discharge and reduces this discharge by 
an amount equal to the well withdrawal. Most frequently, the well 
yield is obtained from a combination of two or more of these sources. 
If the total water available from the several sources is less than the 
pumping rate, progressive decline of water level may occur to a degree 
determined by the excess of discharge over recharge. Ultimately the 
net discharge cannot be greater than the available recharge from all 
sources. 


Time in hours since pump started 



Pig. 64. 
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As indicated in the previous example, excessive dewatering of an 
aquifer is to be avoided, but it does not follow that all dewatering is 
objectionable. In any water-table aquifer it is of course necessary 
to dewater the aquifer partially, in order to induce flow toward the 
well. Sometimes it may be advisable to reduce the saturated thickness 
to provide storage capacity for the intake of percolating waters when 
infiltration occurs. If the cone of depression is maintained at a high 
stage and a shallow depth below land surface, then, when recharge 
occurs, all water in excess of the limited storage capacity will be 
rejected. The problem of determining proper pumping levels and well 
yields is one of engineering economics, which must be solved for each 
particular well field. 

It is of interest to note that the majority of well installations to 
date were rated or sized without benefit of long-term drawdown pre- 
dictions. In the most general and widespread method for determining 
well capacity, a brief and generally inadequate pumping test is made. 
Measurements are taken of the well discharge and drawdown through 
this short pumping period. Water levels are measured by an air line 
and altitude gage and are accurate to perhaps the nearest foot. If the 
pumping level remains relatively steady during the latter part of the 
teipt period, as it generally does when the pumping rate is constant 
because the decline is rather slow after several hours, it is quite 
common practice to assume that the well will continue to pump at the 
observed rate for an infinite time. The pumping levels for the example 
above are computed for an 8-hr period and a discharge of 57,600 cu ft 
per day, and plotted as the uppermost curve on Fig. 64. The level 
from the sixth to the eighth hour inclusive does not decline more than 
2 ft, and air-line readings would probably show little or no change in 
drawdown for this period. Thus, in accord with the practice mentioned 
above, it is assumed that this well will deliver 57,600 cu ft per day 
or more for any period. The fallacy of this reasoning is better under- 
stood after examination of the modified form of the nonequilibrium 
formula. 

Modlfled Nonequllibrium Formula 

Jacob*® recognized that the sum of the terms in the series of 
equation 24 beyond loge u is not of appreciable magnitude when u 
becomes small. From the form of equation 23 it is noted thftt u de- 
creases as the time, t, increases. Accordingly, for large values of ty 

•®C. E. Jacob, '^Drawd^Wn Test to Determine Effective Radius of Artesian 
Well/^ Tram. vol. U2, 1947, pp. 1047-1070. 
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the terms beyond loge u in the exponential series may be neglected 
and equation 26 may be written 


or 


but 


then 


s 


A. 

4tT 


W{u) 


A. 


[-0.5772 - iog.M] 




0.5772 


] 


(27) 


(28) 


In applying equation 28 to measurements of the drawdown or 
recovery of water level in a particular observation well, the distance r 
will be constant and there follows 


at time h 


at time <2 


81 = 


52 = 


AirT 

Q 

4irT 




then the change in drawdown from time t\ to fe 

Converting to logarithms to the base 10 gives us 

2.30Q , /k\ 


(29) 

(30) 


where Q and T are as previously defined, h and fe are time in days 
since pumping started, and si and S 2 are respective drawdowns at 
noted times, in feet. 

The most convenient procedure for application of the foregoing 
equation is to plot the observational data for each well on semi- 
logarithmic coordinate paper as shown by Fig. 65, which is based on 
the same test data used in Fig. 63. From this curve make an arbitrary 
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choice of h and fe and note the corresponding values of si and S 2 . For 
convenience h and fe are chosen one log cycle apart; then 



1" 

o 

II 


and 

2.30Q 

(31) 

or 

y_2.30e 

47r As 

(32) 


where As is the drawdown difference per log cycle, in feet. 

Although the absolute value of the drawdown increases as the 
logarithm of the time of pumping, it follows from equation 31 that 
the drawdown per log cycle of time varies directly with the discharge Q, 
and inversely as the coefficient of transmissibility T. 

Extrapolating the straight line of the semilog curve to its inter- 
section with the zero-drawdown axis permits computation of S, the 
storage coefficient, as follows. 

When 5 = 0, equation 28 yields 


and 


8 = 0 = 


Kr^s) 

- 0.5772 j 

/4r<o\ 

\f^S/ 

= 0.5772 

or 

- eO.5772 

r^S ~ 


4r<o 2.25Tto 

^2g0.6772 ” j,2 


(33) 


where S, T, and r are as previously defined and to is time intercept on 
zero-drawdown axis, in days. 

The curvature of the semilog graph where time t is small indicates 
that the approximation is not valid in this region. Caution should be 
exercised in the use of this method to make certain that pumping has 
continued until t becomes large and all plotted points fall on a straight 
line. For moderate distances from the pumped well, this condition is 
generally satisfied within an hour or less for artesian conditions, but 
for water-table aquifers 12 hr or more may be required because of 
the time lag due to slow draining of the interstices. 

It is advisable in au^ test to plot both the log-log graph for the type 
curve application and the semilog plot for the modified formula. The 
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Fig. 65. Semilog graph of pumping test data for application of modified Theis 
formula. 


Q * 250 gpm or 48,000 cu ft/day 
r « 48 f t 

f ~ ^ h/h 

47r(52 — Si) 

y ^ 2.30 X 48,000 X logio 100/10 
47r(26.8 - 12.2) 
r « 600 ftVday 

« 2.25r<o 

6 = 2 

ri 


S 

S 


2.25 X 600 X ^ 
1440 

482 

6.0 X 10”^ 


semilog plot, as indicated previously, is an approximation method 
which yields a straight-line graph in the region where this approxima- 
tion is justified. As shown in Fig. 65, when t is small and u is appre- 
ciable, the field observations fall beneath the selected line. As the 
distance, r, increases, the time required for the field data to become 
asymptotic to the limiting value of the slope also increases. Thus, 
for an observation well at a considerable distance from the pumped 
well, there is a greater risk in selecting the tangent prematurely. 
Assurance is gained by comparison with the result given by the log-log 
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plot and by mutual agreement with the results from other observation 
wells. The interference effect of other pumping wells, the limitation 
of geologic boundaries, and other extraneous effects may distort the 
plotted data in a manner that makes the straight-line selection unre- 
liable, The semilog plot does, however, present certain advantages in 
pumping-test analysis, and its use is well justified as long as proper 
caution is observed. If analysis of the data is correct, the values of 
T and S determined by either method should agree within a small 
percentage. 

In general, it is not possible to determine the storage coefficient, S, 
from observations within the pumping well, by either of the foregoing 
methods because the effective radius of the well is not known. For a 
well finished in rock, the effective radius may approach the nominal 
radius. However, this situation is not necessarily so, since the exist- 
ence of large crevices, the overreaming action of the drill bit, or local 
cementation of the bore face may result in an effective radius greater 
or smaller than the nominal size. In a well finished in unconsolidated 
materials, the water level in the pumped well is lower than the water 
level in an equivalent uncased hole by the amount of friction loss 
through the screen. If development of the well is incomplete, the 
packing of fine material in the formation adjacent to the screen can 
greatly reduce the permeability and result in an effective radius which 
is considerably less than the nominal drilled size. A method of deter- 
mining the effective radius for any well has been developed by Jacob.®^ 

Noting from equation 28 that the drawdown varies with the loga- 
rithm of the time of pumping, we can recognize the fallacy in deter- 
mining well capacity from the short-duration type of pumping test 
which was outlined previously. Any linear plot of drawdown level 
versus pumping time, on a time scale extended to fit an 8-hr pumping 
test as shown by the uppermost curve of Fig. 64 will invariably give 
the deceptive picture of the approach to a fixed pumping level. This 
flattening of slope is representative of a logarithmic relation when 
plotted to rectangular coordinates. If the pumping levels for the 8-hr 
test were plotted to the compressed time scale of the lower graph, 
there would appear to be a nearly vertical decline of operating level 
for the 8-hr period. When we consider that a well user may plan to 
pump a well continuously for the total of 8760 hr per yr and for 
many years, it is evident that the 8-hr or other short-term acceptance 
test is not only inadequate but quite misleading unless supported by 
quantitative methods such as those outlined above. 

»iC. E. Jacob, “Drawdswn Test to Determine Effective Radius of Artesian 
Well,” Trans. AJ&.C.E., vol. 112, 1047, pp. 1047-1070. 
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Adiustmenf of Test Data for Thin Aquifers 

One of the basic assumptions in the derivation of the Thiem and 
the Theis formulas is the stipulation of a constant value of trans- 
missibility. However, under water-table conditions the drawdown of 
water level by a discharging well reduces the saturated thickness of 
the aquifer, and, if this reduction in thickness is appreciable, the 
transmissibility is not constant but decreases with time. The follow- 
ing method, described by Jacob,^^ permits the correction of observed 
data to compensate for this effect. Appreciable reduction in saturated 
thickness voids the relation expressed by equation 12, and consequently 
equation 9 must be reduced to the drawdown form in some other 
manner. From Fig. 61 note that 


A — m — s (34) 

then 

h2^ = — 2ms2 + 82^ 

hi^ = — 2 msi + 

and 

h2^ — = — 2ms2 + 2msi -f S2^ — 

= 2 ms\ — Si^ — (2ms2 — 82^) 

. 2m [(„ -£)- (« - ^')] (35) 


Substituting the expression above in equation 9 gives us 

T -- Pm 


but 

then 


r2 2TrT 
log,- = — 
ri Q 


r ( 


LV ‘ 2m/ 

V" "2m/J 


(36) 


Converting to logarithms to the base 10 and transposing equation 
36, we have 


2.30<? logio r 2 /ri 

2ir[(8i — 8iV2ni) — (82 — 82 V 2 wi)] 


(37) 


32 C. E. Jacob, “Notes on Determining Permeability by Pumping Tests under 
Water-Table Conditions,” U. S. Geological Survey, mimeographed report, June 
1944 . 
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The above equation should be used in lieu of equation 15 if the 
saturated thickness of the aquifer is appreciably diminished by the 
declining water level. Note that if the drawdowns Si and $2 are very 
small compared to the original saturated thickness, m, the correction 
fraction may be omitted, and equation 37 reduces to equation 16. 
Compensation of the drawdown data by subtracting the factor is^/2m) 
should result in a straight-line graph for the semilog plottings of the 
Thiem or modified Theis method. 

The Method of Images 

The assumption of infinite areal extent for an aquifer, which is 
necessary for the development of either the equilibrium or the non- 
equilibrium formula, is essentially fulfilled by a few major aquifers 
of sedimentary rock, such as the Dakota sandstone described by 
Meinzer.’’ However, in most areas the existence of formation bound- 
aries or of folds and faults or the dissection by surface streams serves 
to limit the continuity of consolidated strata to distances of a few 
miles or more. In the unconsolidated materials and particularly in 
the glaciated areas the prerequisite of infinite areal extent is seldom 
satisfied. Consequently, it is necessary to make appropriate adjust- 
ment for the effect of these geologic boundaries before the foregoing 
formulas can be applied to problems of flow in areally limited 
aquifers. 

Inasmuch as an impervious formation detracts from the contributing 
area of the aquifer it bounds, we refer to its contact as a negative 
boundary. In a similar manner, we use the term positive boundary 
where an aquifer is intersected by a perennial stream or other body of 
surface water with sufficient flow to prevent development of the cone 
of depression beyond the surface source. Several possible types of 
geologic boundaries are shown in generalized form by Fig. 66. 

It is recognized that, except for some faulted structures, most 
geologic boundaries do not occur as abrupt straight-line demarcations 
but rather as tapered and irregular terminals. In general, however, 
the area covered by a well-field or pumping-test site is relatively small 
compared to the area of even the limited aquifers, and it is often 
possible to treat the geologic boundary as an abrupt discontinuity. 
The greater the distance to the boundary from the well site, the smaller 
would be the error involved by this approximation. Where conditions 
permit the assumption of a straight-line demarcation for a geologic 

0. E. Meinzer and H. A. Hard, “The Artesian-Water Supply of the Dakota 
Sandstone in North Dakol^a, with Special Reference to the Edgeley Quadrangle/’ 
U. S. GeoL Survey Water-Supply Paper 520, 1925, pp. 73-95. 
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Fig. 66. Idealized examples showing possible geologic structures which form 
definite bounding conditions for the flow systems in aquifers. The term negative 
is used for boundaries formed by impermeable materials which do not contribute 
flow to the system. Positive boundaries refer to the intersection of the aquifer 
by sources of water which sustain the hydrostatic head and stop the growth of 
the drawdown cone. 
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boundary, it is possible to solve the flow problem by the substitution 
of a hypothetical system that satisfies the limits of the real system. 

The method of images devised by Lord Kelvin in hie work on 
electrostatic theory is a convenient tool for the solution of boundary 
problems. An idealised section of an aquifer that is intersected and 
bounded by a surface stream is shown in Fig. 67. To be effective as 
a boundary, the stream flow must equal or exceed the withdrawal of 
the well, because any flow below the well yield would result in drying 
up of the stream and elimination of the boundary. Assume the stream 
to be of infinitesimal width or the equivalent of a line source. In a 
rigid analysis it would be necessary also that the stream extend the full 
depth of the aquifer to justify fully the use of unidimensional method. 



fig. 67. Idealized sectioi\^of an aquifer which is intersected by a stream together 
with a hypothetical well i^stem for the solution of this type of flow problem. 






GROUND WATER 


171 


However, reasonable estimates can be made by this method when 
observation wells are available at distances that are sufficient to 
minimize the effect of vertical flow components. If the stream cannot 
be depleted, the boundary limit requires that there shall be zero draw- 
down at the line source. Any system that can satisfy this boundary 
limit is a solution of the real problem. As shown by the central 
diagram of Fig. 67, the real and bounded aquifer is replaced by an 
imaginary aquifer of infinite areal extent, and an imaginary recharging 
well is placed on the opposite side of and equidistant from the 
boundary. As illustrated, the imaginary recharge well returns water 
to the aquifer at the same rate as it is withdrawn by the real discharge 
well. Consequently, the image well produces a build-up of water level 
at the boundary that is exactly equal to and cancels the drawdown of 
the real well. This system results in zero drawdown at the boundary 
which satisfies the limit of the real problem. 

The real components of the cone of depression of the real well and 
the cone of impression of the image well are shown as solid lines in 
the region of real values. To secure the resultant cone of depression 
or to evaluate the drawdown at any point in the real region, it is 
necessary to add algebraically the real components of the several 
depression cones. The resultant cone of depression is steepened on 
the riverward side of the well and flattened on the landward side. 
This point should be recognized in drawing or examining contour 
maps of the water-table or piezometric surface for aquifers of this type. 

An aquifer bounded by impervious strata is shown in idealized sec- 
tion by Fig. 68. The boundary is approximated as before by a sharp 
line of demarcation. Inasmuch as the impervious strata cannot con- 
tribute water to the pumped well, the limit imposed by the barrier is 
that there shall be no flow across the boundary line. As shown by the 
image setup in the central diagram, an imaginary discharging well is 
placed across the boundary at a right angle to and equidistant from the 
boundary. The drawdown of the image well at the boundary is equal 
to the effect of the real well, and the symmetrical drawdowm cones 
produce a ground-water divide everywhere along the boundary. The 
image system produces a normal derivative equal to zero along the 
divide, and, as there can be no flow across a divide, this image system 
satisfies the limit of the real problem and is therefore a solution. 

The real components of the cones of depression of the image well 
and the real well are shown as solid lines in the region of real values. 
Again, the resultant cone of depression or the drawdown at any point 
in the aquifer is determined by adding^.the real component of each 
depression cone. The resultant cone of depression for this example 
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is flattened on the side adjacent to the boundary and steepened on the 
opposite side of the well. 

An example of an aquifer bounded by impervious strata on two sides 
is shown by the idealized section of Fig. 69. The setup of the primary 
images to balance the effect of the real well at each boundary is 
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fig. 68. Idealized section of an aquifer bounded by an impermeable formation 
together with a hypothetical well system for the solution of this type of flow 
problem. 

similar to the previous examples. The real component of each cone 
of depression is shown as a solid line in the region of real values. 
Although these primary images balance the effect of the real well at 
their respective boundaries, each im::ge produces an unbalanced draw- 
down at the farther boundary. These unbalanced drawdowns at the 




GROUND WATER 


173 


boundaries theoretically produce a gradient and consequent flow across 
the boundary. Thus it is necessary to add a secondary set of image 
wells at the appropriate distances to balance the residual effect of the 
primary images. Each image well in the secondary set will again 
disturb the balance at the farther boundary, and all successive sets of 



Fig. 69. Idealized section of underflow channel bounded by impermeable 
formation and setup of hypothetical well system used for solution of flow 
problems under this condition. 


images to infinity will leave residuals at the boundaries. In practice 
it is necessary only to add image pairs until the residual effects are 
negligible in comparison with the total effect. 

The modified nonequilibrium formula illustrated in Fig. 65 is partic- 
ularly advantageous for the analysis of image or boundary effects 
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because it is easier to recognize changes in slope of a straight line than 
to detect changes in curvature of a log-log curve. Equation 31 
indicates that As/1, the slope of the semilog graph, is dependent only 
on the pumping rate and the transmissibility of the aquifer. For a 
specific aquifer the transmissibility is a constant and the rate of 
pumping may be held constant. Under these conditions the graph of 
drawdown versus the logarithm of time since the pump started will 
show successive changes in slope as pumping continues. The water 
level will draw down at an initial rate under the infiuence of the real 
well that is nearest to the observation well. When the cone of depres- 
sion of the nearer image well affects the observation well, the rate of 
drawdown will be doubled after r^/t becomes small, because the total 
rate of withdrawal is then equal to the rate of the real well plus one 
image well, or twice the rate of the real well. The effect of the 
farther image triples the slope of the semilog graph after r^/t becomes 
small for this image, because the total rate for the real well plus two 
image wells is three times as great as the rate of the real well. 

As previously mentioned, the use of Jacob’s approximate method 
should be restricted to small values of w, which occur when the dis- 
tance r is small and the time t is large. Frequently image distances 
are large in relation to the distance from an observation well to a 
pumping well. If a single image is involved, the semilog plotting of 
drawdown versus time shows a two-limbed graph. The transition 
from the first limb to the second limb follows a curved path through 
the region where the values of u for the image well are large. When t 
becomes sufficiently large in relation to the value of u for the image 
well becomes small and the observed data follow the straight line of 
the second segment of the graph. 

If more than one image well occurs and if the image wells are at 
comparable distances, the effect of second-, third-, or higher-order 
image wells may reach an observation well before sufficient time has 
elapsed for u to become small enough to warrant the application of 
this method to the effect of the first image well. Under these circum- 
stances, the observed data follow a path of increasing curvature. An 
example of a semilog graph for an observation well affected by second- 
and higher-order image wells is shown as Fig. 70. 

Approximate values for the location of the image wells are obtained 
by drawing tangents to the observed-data graph at the appropriate 
slope values. If the divergence of each line of Fig. 70 were nbted, the 
graph could be separated and replotted as three separate lines with 
each component having the same slope and intercepting the zero- 
drawdown axis at its respective value of time. The time intercept on 
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Fig. 70. Graph allowing drawdown of water level in observation -Well E-1 by 
pumping tests on Test Well 36 at Hemphill Road and Saginaw' Street, at southern 
eity limits of Flint, Mieh. 


this axis permits the calculation of the storage coefficient by equa- 
tion 33. Inasmuch as the coefficient of storage, 8, is constant for a 
given aquifer the following relation obtains. 

_ _ 2.25T/2 _ 2.257^3 

r2^ 


or 


h fe 

ri^ r2“ 


(37) 


It follows from the equation above that, if the time intercepts are 
known for all wells, real or imaginary, and if the distance from the 
observation well to the real well is known, the distance to any image 
well can be determined from the data on the semilog graph. 

The determination of the image distance from the time intercept of 
the semilog graph on the zero-drawdown axis may involve considerable 
error if the observational data are dispersed and if the slope is small, 
because the intercept is poorly defined for small slopes. In addition, 
this intercept generally occurs at very small values of time, and conse- 
quently small errors in the intercept locus result in appreciable errors 
in the distance values. 

The following method avoids the objections of the intercept method. 
Assume two observation wells at distances ri and r 2 from a discharging 
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well, and from equation 28 the drawdown in each well is calculated 
as follows. 

From the semilog graph for one well record the value of the time 
for a particular value of s, and from the graph for the second well 
record the time value for the same value of s. Then when si = S 2 



This relation is identical with equation 37. From the form of 
equations 37 and 38 it follows that for a given aquifer the times of 
occurrence of zero drawdown or of equal drawdown vary directly as 
the squares of the distances from the observation well to the dis- 
charging well and are independent of the rate of pumping. The equal-, 
drawdown method was used for the data on Fig. 70. 

The time values at the tangent intersections determine only the 
approximate distances to the image wells. The time intercepts so 
determined will be too small and the calculated image distances will 
therefore be smaller than the correct distances. These preliminary 
estimates of the image distances may be corrected by trial. The 
method is to assume locations of the image wells based on the values 
computed by the first approximation. Using equations 25 and 26, we 
can determine the drawdown component resulting from each image 
well. The time-drawdown graph is obtained by adding these com- 
ponents. Successive adjustments may be made in the image distances 
until the computed and observed graphs are in agreement. 

If a pumping test is run without prior knowledge of geologic bound- 
aries and if the semilog graphs for all observation wells show evidence 
of image reflections, it would be possible to locate such boundaries by 
calculating the distance from each observation well to each image well. 
Ey scribing this distance as an arc from the respective observation 
well, the image well is located at the intersection of the arcs. The 
boundary is located at the midpoint of a line joining the real well and 
the image well. 

The field layout and the image arc intersections for a test of the 
foregoing type are shown in Fig. 71. Theoretically the arcs should 
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Fig. 71. Map showing location of test wells and pumping-test site near intersection of East Hemphill 
Road and South Saginaw Street at southern city limits of Flint, Michigan. 
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intersect at a common point, but deviations of the real aquifer from 
the vertically bounded aquifer assumed in the derivation of the 
method of images result in a dispersion of the arcs and their inter- 
sections. As shown in Fig. 71, the east image well is quite definitely 
located by the arc intersections in the vicinity of East Hemphill Road, 
notwithstanding the fact that the observation wells are concentrated 
in a rather small area. With few or no arc intersections, the location 
of the image well may be taken at the center of the arc band where 
arcs are most closely grouped. It therefore appears from Fig. 71 that 
the west image well is near the intersection of the arc band with West 
Hemphill Road. Without a knowledge of the geology of the area, it 
may be necessary to describe the complete circles in order to deter- 
mine the location of the narrowest portion of the arc band. The 
dispersion of the arcs for the west image suggests that the west 
boundary may be less abrupt than the east boundary. For comparison, 
Fig. 72 shows the geologic cross section of the aquifer as determined 
by test drilling, and the trace of the computed boundaries are shown 
thereon as dashed lines. Recall that the boundaries determined by 
the pumping-test data represent a rectangular aquifer section which is 
equivalent hydraulically to the real aquifer. 

Under favorable conditions, which justify the several assumptions 
embodied in the foregoing methods, these principles properly applied 
permit the location of geologic boundaries within sufficient limits to 
reduce greatly the number of test wells required for their confirmation. 
In any problem, the pumping-test analysis must conform with the 
geologic evidence if both are sound. Any disagreement between the 
hydraulic data and the geologic data is untenable and points to incor- 
rect analysis of either or both sets of data. It should also be 
recognized that long-term extrapolation of pumping-test results hinges 
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on the loose assumption that the conditions observed over a short 
period of pumping will continue to prevail over the extrapolated 
period. Consequently, it is advisable for the purpose of long-term 
predictions to reinforce the data by a number of pumping tests at 
several sites, to obtain an adequate sampling of the area that will be 
affected by long-continued pumping. 

Application of the Storage Equation to an Aquifer 

The general hydrologic equation groups all parts of ground-water 
movement under the broad term of ground-water increment. With 
the knowledge of ground-water occurrence and mechanics now avail- 
able, it is feasible to set up the storage equation for an aquifer 
as follows: 

P “f" Rs 4“ Ru 4" + Rw = 4" 4“ l^u 4" 4“ i AS (39) 

where F = recharge from infiltration 

Rr = recharge from surface bodies of water 

Rv = recharge from lateral underflow 

Rl - recharge by leakage through an aquiclude 

Rw — recharge by wells, trenches, or other infiltration devices 

and 

E = discharge by evapo-transpiration 
Ds = discharge to surface bodies of water 
Du = discharge by lateral underflow 
Dl = discharge by leakage through an aquiclude 
Dw = discharge by wells 
AS = increase or decrease in storage volume 

Quantitative field investigations to evaluate the magnitude of the 
several terms in equation 39 for our major aquifers represent one 
phase of the work of the V. S. Geological Survey and its cooperating 
agencies. The extent of these surveys to date, however, has been so 
limited that very few areas are adequately covered by records of suffi- 
cient length to permit appraisal of all the factors suggested previously. 

Estimates of the portion of rainfall that may enter an aquifer are 
generally made by an analysis of fluctuations in ground-water level 
as the result of specific storms or on the basis of long-term correlations 
between water-level hydrographs and precipitation records. The 
intensity, frequency, and time of occurrence of the rainfall greatly 
influence the amount of ground-water recharge. Short periods of 
heavy precipitation may result in considerable overland runoff, but 
their duration may be so short that the rain may do no more than wet 
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the upper part of the soil. Conversely, a rain of light intensity but 
long duration is conducive to slow, continued percolation that ulti- 
mately saturates the soil and permits considerable recharge to the 
underlying water table. Inasmuch as the soil-moisture deficiency may 
absorb a large part of the percolating waters as they pass through the 
soil zone to the underlying water table, it follows that light rainfalls 
of short duration are of little benefit unless they occur with sufficient 
frequency to overcome the depletion of soil moisture. 

The most favorable period for recharge from precipitation is the 
nongrowing season, extending from the first killing frosts in fall to the 
last killing frosts in spring. During this period, the moisture demands 
of vegetation are generally negligible, and the soil evaporation is 
greatly reduced. Accordingly, then, a large portion of the precipitation 
penetrates to the water table until the soil belt is frozen. In this 
connection, it is of interest to note that snow cover provides relatively 
good insulation from frigid temperatures. Consequently, early snow- 
fall of sufficient depth may protect the soil zone from frost formation 
and may permit appreciable percolation into the soil during periods 
of snow melt. Especially favorable is a spring period of gradual snow 
melt over unfrozen soil with precipitation occurring at intensities that 
limit surface runoff. 

Topography is also a controlling factor in determining the oppor- 
tunity and amount of recharge to an aquifer from infiltration. In 
areas of great relief the steep slopes accelerate the rate of overland 
runoff. However, in areas having fiat slopes the surface runoff is 
sluggish and there is appreciable ponding or surface storage for lengthy 
periods and thus greater opportunity for ground-water recharge. In 
regions where the water table is close to the surface, the volume of 
storage space available for recharge intake is limited by the shallow 
depth to the water table. When the reservoir is filled, the excess 
recharge is rejected and the water is discharged as surface runoff. 

The amount of water-table rise for a given rainfall may vary 
considerably within any area because of differences in porosity of the 
aquifer, in both vertical and horizontal directions. In material of low 
porosity, a moderate rainfall may result in very large rises of water 
level, although the total volume of water recharged is quite small. 
Generally, these high heads result in rapid discharge of the stored 
water after the rain ceases. Throughout a period of recharge, there 
is continued discharge by the aquifer. Consequently, in correlating 
records of ground-water level with precipitation, it should be recog- 
nized that the recorded^.rise in water level represents the net difference 
between the simultaneous recharge and discharge. 
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A portion of the hydrograph for a shallow observation well located 
near Grayling, Michigan, is reproduced as Fig. 73. This well is 
finished in sand and gravel at a depth of 8 ft and is located in an 
area that is densely covered by small oak and pine trees. It is of 
interest to note that the water level in this well recovered from a 
near-record low stage in January 1947 to a near-record high stage 
by May 1947 as the result of a short period of above-normal precipita- 
tion, which occurred during the latter part of the nongrowing season. 

The determination of recharge from or discharge to surface bodies 
of water is generally made by stream-discharge measurements at 
selected cross sections. For areas where stream-gaging stations are 
established, it may he possible to secure continuous records of discharge 
and to utilize these data during base-flow periods. The amount of 
seepage per foot of channel may be small in comparison with the total 
discharge of the stream. Consequently, discharge measurements must 
be made with great precision and repeated on numerous occasions at 
various stages. It may be necessary to gage the stream flow at several 
widely distant sections to introduce sufficient seepage length to detect 
measurable differences in discharge. If gaging sections must be spaced 
at long intervals, the geologic reconnaissance must be made in sufficient 
detail to evaluate the effect of underflow channels, faults, or other dis- 
continuities that may intersect the stream between gaging sections. 

Considerable attention has been directed to methods of determining 
and forecasting effluent seepage, or discharge to surface bodies of 
water, because it represents the base flow of our surface streams. 
Inasmuch as the water table throughout a drainage basin is a hydraulic 
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unit, it seems probable that a definite law could be developed that 
would properly weight the geologic characteristics of the basin and 
would express the rate of effluent seepage in terms of the water-table 
height at known points in the basin. With such a relationship, it 
would be feasible to forecast accurately the effluent seepage for any 
position of the water table at a given point. By selection of appro- 
priate observation wells, which introduce time lag in proportion to 
their distance from the stream, these forecasts could be made for 
prolonged periods. A contribution toward this analysis was made by 
Jacob,^* who outlined an experimental technique for research into this 
field. A formula developed by Theis®° for the flow of water to a drain 
holds considerable promise for the prediction of effluent seepage from 
water-table elevation and forms the basis for interpretation of experi- 
mental evidence now being collected. 

The development of agricultural drainage to lower regional water 
tables by increasing effluent seepage may lead to detrimental condi- 
tions through a part of the growing season. There are shown in 
Table 11 the average hydrologic conditions that prevail during the 


TABLE 11 

Summary of Average Hydrologic Conditions That Prevail in Many Areas 

Average Condition Prevailing in the Season Noted 
Factor Winter-Spring Summer-Fall 


Soil moisture content 
Water table 
Vegetation demand 
Ground-water flow 

Surface water 


High 

High stage 
Minimum 

Cold and viscous water 
High stages and peak flows 


Low 

Low stage 
Maximum 

Warm and less viscous 
water 

Low stages and base flows 


spring and summer seasons. It is evident that the spring season is 
one in which all or nearly all the factors contributing to poor drainage 
are at their maximum or worst condition. Drains designed to meet 
this extreme condition are not only more than adequate through the 
balance of the year, but may even cause overdrainage through the 
growing season. Through the summer and fall seasons such over- 

**C. E. Jacob, ^‘Correlation of Ground-Water Levels and Precipitation, Long 
Island, N. Y.,” Twm, Am. Geophys. Union, 1944, p. 939. 

««C. V. Theis, “Groun<l»WMer in the Middle Rio Grande Valley of New 
Mexico,’^ U. 8. Geol. Survey Rio Grande Joint Investigation, 1937, p. 44. 
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drainage may deplete the regional ground-water body to such an 
extent that the capillary zone is drawn beyond the reach of the plant 
rootlets, and large soil-moisture deficiencies may develop. This prac- 
tice may account for the large loss of top soil evidenced in some 
overdrained muckland areas. It would seem reasonable that in some 
areas drainage ditches should be blocked and the water should be used 
for irrigation in the season of low water table. 

The measurement of recharge or discharge by underflow is based on 
observation of ground-water gradients that prevail across key cross 
sections of the underflow channel or conduit. From drilling records 
it may be possible to estimate the size and shape of the underflow 
channel at several points. If feasible, pumping tests should be con- 
ducted to determine the channel capacity at the control section. 
Observation wells, strategically located, provide the basis for making 
long-term measurements of the changes in water-table gradients across 
the control sections. From a knowledge of the channel area, trans- 
missibility, and water-table gradient it is possible to determine the 
quantity of underflow at each time of water-level observation. 

The studies of recharge and discharge from adjacent aquicludes are 
thus far of limited scope. Considerable research in this field is required, 
both in the collection of field data and in the development of applicable 
mathematical techniques. As previously mentioned, the rates of 
ground-water movement through the aquicludes are small and the 
collection of experimental data may be handicapped by long time lags. 
It would seem desirable, however, to obtain water-level records for 
wells tapping the aquicludes at varying depths and particularly to 
observe the fluctuations in areas of heavy withdrawal or reduction in 
aquifer pressure. For the present, the leakage factor can only be 
estimated and such estimates would be difficult to defend. 

The withdrawal of water by wells in any area can be estimated by 
a comprehensive canvass of all well owmers to determine their rate of 
pumping and the extent to which this rate fluctuates daily, weekly, 
and annually. Many well installations are not metered, but reasonable 
estimates can usually be made by correlation of water use with a 
convenient unit of production that is measured. Where water use is not 
related to a particular unit of output, it may be correlative with total 
pay rolls, total operating expenses, or total net or gross income. It is 
generally possible to secure fair to good records of total pumpage by 
the foregoing methods. From the pumpage inventory, a map of the 
type shown in Fig. 74®® may be drawn to show the amount and dis- 

**W. T. Stuart, ^^Ground- Water Resources' of the Lansing Area, Michigan,” 
Progress Report 13, Michigjftn Department of Conservation, June 1945. 
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Pig. 7S. Graphs showing pumpage, fluctuations of water levels, and precipita- 
tion, Lansing, Mich. 


tribution of pumping at the time of the inventory. This map serves 
as a guide to the interpretation of the water-level contour map, as 
regions of large withdrawal should correspond with the areas of low 
water level and regions of little or no pumping should be areas of high 
water level. Deviations from the general correspondence between the 
pumpage-distribution map and the water-level contours may indicate 
the presence of zones of natural recharge or discharge or may reveal 
the existence of geologic boundaries or inhomogeneities. In addition 
to this areal correlation of pumpage and water level, it is necessary 
to plot pumpage versus time to determine the seasonal and long-term 
trends in withdrawal and correlate these data with the water-level 
hydrographs as shown in Fig. 76.®® 

Artificial recharging of ground-water reservoirs is finding ever- 
increasing use as a method of water conservation. Recharge is accom- 
plished either by water spreading or by diffusion wells. Water 
spreading may be accomplished by (1) the flooding method, (2) the 
basin method, or (3) th^ditch or furrow method, The flooding method 
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is restricted to topography which lends itself to surface ponding under 
conditions that permit prolonged retention of the surface waters. The 
basin and ditch methods require periodic maintenance to remove the 
accumulated silt from the percolation areas. A plan of the Canyon 
Basin spreading ground'^’^ in the San Gabriel Valley, California, is 
shown in Fig. 76. Well hydrographs showing the effect of this spread- 
ing operation are shown in Fig. 77. 



Fig. 76. Spreading ground of Canyon Basin, San Gabriel River, near Azusa, 
Calif. The general outline of the debris cone overlying the basin is shown. 
The Duarte ditch which supplies water for artificial spreading, the location of 
the experimental plots of the Bureau of Agricultural Engineering, and the 
location of key wells are also shown. 

A. T. Michelson and Dean C. Muckel, ‘^Spreading Water for Storage Under- 
ground,” U, S. Dept, oj Agr. Tech, Bull, 678, 1937, pp. 26-31, 
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Recharge of underground reservoirs by diffusion wells is practiced on 
a large scale in Kings and Queens Counties on Long Island, New York, 
as the result of conservation legislation which requires that new air- 
conditioning and cooling wells with a capacity greater than 100,000 
gallons per day must return the water to the aquifer from which it 
is drawn. During the summer of 1944 more than 200 recharge wells 
and basins returned water at a combined rate of 60,000,000 gpd.** 
Diffusion wells require periodic surging and development to remove 
the accumulation of silt and other fine materials. Although the 
unit volume cost of recharging with diffusion wells may greatly 
exceed that of the spreading method, in the highly industrialized and 
urbanized areas this may be the only possible method. An example 
of the solution of a problem of critical water shortage by recharging 
through diffusion wells is found in the experience of several large 
distillers in Louisville, Kentucky, during the summer of 1944.^® Faced 
with an imminent water shortage the distillers, at the suggestion of the 
U. S. Geological Survey, converted to city water during cold weather, 
permitted the wells to rest, and used the cold surface water from the 
city supply to recharge the aquifer. Recharging started on March 10, 
1944, and continued until the latter part of May 1944. By utilizing 
city water and ground water it was possible for the distilleries to 
continue full operation during the summer. 

Provision is made in the storage equation, page 179, to add the 
contribution by artificial recharge. This quantity is determined by a 
pumpage inventory in the case of diffusion wells and by surface-water 
measurement in the case of water spreading. 

The changes in storage volume within an aquifer are based on 
periodic observations of changes in water level for a selected network 
of observation wells. Contours of the water table or piezometric 
surface are drawn and used for estimates of change in storage volume. 

The collection of detailed records of the same nature as above is a 
function of the U. S. Geological Survey and many cooperating state 
agencies. Although the scope of these surveys is still quite limited, 
the upward trend of investigatory surveys of ground-water conditions 
in recent years indicates a gradual realization by engineers, geologists, 
and hydrologists that a real and practical solution of ground-water 
problems can be made. 

M. L. Brashears, '^Artificial Recharge of Ground Water on Long Island, 
New York,” Econ. OeoL, vol. 41, No. 6, August 1946, pp. 503-516. 

W. F. Guyton, "Artificial Recharge of Glacial Sand and Gravel with Filtered 
River Water at Louisvill^^^Kentucky,” Econ, GeoL, vol. 41, No. 6, September- 
October 1946, pp. 644-658. 
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It remains a common practice to adjudge the merits of a ground- 
water supply on the basis of a short capacity test on a single test 
well, no observational data being recorded except the discharge and 
drawdown of the well. Frequently, these measurements are made at 
random intervals and under widely varying conditions. Interruptions 
in pumping, which permit recovery of the water table, may invalidate 
the meager data collected and may lead to quite erroneous conclusions, 
but they seem of little importance to the untrained observer. The 
influence of geologic boundaries is oftentimes not recognized, and as 
a result unexpected well failure may occur. 

Considerable optimism is warranted in facing future problems when 
one recognizes the advances made in ground-water hydrology since 
the development of the nonequilibrium formula by Theis in 1935. 
Although the mathematical tools are still limited, the awakened interest 
in the field will in time develop new methods and techniques. The 
collection of observational data will uncover the required evidence 
to interpret more clearly many ground-water phenomena that are now 
recorded but not understood. 

When we recognize that the great majority of our ground-water 
developments in this country are based on meager and obsolete knowl- 
edge of the principles of ground-water hydrology, it is evident that a 
large field of opportunity lies ahead for adequately trained hydrologists. 
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Most of the problems that the hydrologist is called upon to answer 
may be divided into two general classes; (1) a determination of the 
maximum flood that may be expected with a certain frequency and (2) 
a determination of the monthly, seasonal, annual, or long-term average 
yield that may be anticipated from any given basin. Classification 2 
includes problems pertaining to the low water flow and its probable 
duration and frequency of occurrence. 

For the solution of these two types of problems entirely different 
techniques are employed. For the first, a detailed study of the charac- 
teristics of the hydrograph of surface runoff from the basin is required, 
together with a knowledge of infiltration capacity and its variations. 
Evaporation, transpiration, and other losses are ordinarily ignored 
because of the short period during which they are effective. For the 
solution of problems of the second type, the relative importance of 
these two kinds of data is reversed. Several different procedures have 
been suggested for determining long-term yield. The best use of any 
of them requires a knowledge of water losses and the many factors that 
affect and determine those losses. One of the oldest methods of de- 
termining the yield of a basin for which no runoff records were avail- 
able was to estimate the losses and then deduct them from the total 
precipitation. Although the authors believe that in' most cases a 
better procedure is available for determining monthly, seasonal, or 
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annual yield, they recognize the value of a knowledge of water losses 
in the application of all these methods and therefore present the fol- 
lowing discussion of this subject. 

Water losses are here defined as the difference between the total 
precipitation and the total runoff from any given area. This may 
at once be recognized as being an engineer's definition of water losses, 
for the reason that the engineer is usually interested in the utilization 
of water for power, navigation, water supply, and so forth, and, there- 
fore, he considers that portion of the rainfall that is not available for 
those purposes as lost. On the other hand, the agriculturist who is 
interested in seeing that water is available for transpiration by his 
crops would probably define water losses as being the difference 
between precipitation and transpiration. The topics discussed in this 
chapter are the fundamental basis for sound conservation and water- 
shed management practices. 

Although nearly all water losses are, in the final analysis, evap- 
orative, they may be subdivided as follows: 

1. Interception. 

2. Evaporation from water surfaces. 

3. Plant transpiration. 

4. Soil or land evaporation. 

5. Watershed leakage. 

These losses occur in successive and overlapping stages, starting 
with the beginning of precipitation and continuing until all the water 
that fell as precipitation has left the watershed. 

In the determination of the water losses from a drainage basin any 
part of which is irrigated, that vrater which is artificially applied to the 
land must be considered an integral part of the precipitation. If this 
fact is kept in mind, no special discussion will be necessary to make 
the following principles applicable to irrigated areas. It has become 
customary to speak of the water that is used by interception, tran- 
spiration, and evaporation during the growth of any particular crop 
as being the consumptive use for that type of vegetation. When these 
losses are made to cover all such losses occurring in the valley or 
drainage basin, they are then called the valley consumptive use. This 
quantity is equal to the total water losses except for those basins from 
which there is watershed leakage. 

The water that is intercepted by vegetation, buildings, and other 
objects and does not reach the ground is evaporated and returned to 
the air as water vapor. In a similar manner, the water that goes to 
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depression storage and does not later infiltrate into the soil is returned 
to the air by evaporation. Especially in summertime when the ground 
surface has been heated, the rate of evaporation from that surface 
during the period immediately following precipitation is unusually high 
and continues at a diminishing rate for a long time after rainfall 
ceases. Even that water which infiltrates into the soil and joins the 
ground-water table is often subject to these losses, for, if the capillary 
fringe that lies just above the water table extends up to the ground 
surface, water will continuously be drawn up to the ground surface and 
evaporated therefrom; or, if the capillary water is not within reach of 
ground surface evaporation but is wdthin reach of the roots of trees 
and other vegetation, it will be subject to the transpirational demands 
of that vegetation. 

These different losses are interwoven to such an extent that they 
cannot be easily segregated to permit the separate and independent 
measurement of each. Fortunately, however, the interrelationship 
between these losses which makes separate measurement difficult tends 
to make their total more nearly constant for any particular region and 
climate and, therefore, reduces the importance and the necessity for 
their separate measurements. For instance, the presence of vegetation 
affects and reduces the rate of evaporation from the ground surface, 
and, in turn, the evaporation from the ground surface reduces the 
moisture available for transpiration, thereby making their sum more 
nearly uniform over any given basin, regardless of the variation in 
vegetal cover. 

The actual amount of the loss on any drainage basin depends upon 
the following factors: 

1. The nature of the precipitation. 

2. The type and development of the vegetation. 

3. The area covered by buildings, pavements, and other objects. 

4. The climatological factors such as temperature, humidity, and 
wind velocity. 

IHTiRCmiON 

The interception rate expressed, for example, in inches per hour, 
is greatest at the beginning of storms and decreases with their duration. 
At first the surfaces of the leaves, branches, and trunks of trees and 
the stems of vegetation are dry and capable of retaining a considerable 
amount of moisture alf interception storage, but after they have once 
become thoroughly wetted, the interception rate becomes equal to the 
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evaporation rate from those surfaces for the remainder of that par- 
ticular shower. 

Many storms consist of a series of showers separated by intervals 
of varying length. Upon the cessation of any shower, evaporation 
begins to deplete the interception storage and continues until all the 
available moisture has been returned to the air in the form of vapor 
or until another shower occurs. Thus it appears that the total inter- 
ception during different storms is constant neither in quantity nor in 
percentage of total rainfall. For any given area and condition of 
vegetation the equation is of the form 

X a bt (1) 

in which x represents the total interception in inches depth on basin, a 
is the interception storage capacity in inches depth on basin, b is the 
evaporation rate in inches per hour, and t is the duration of the shower 
in hours. The equation above is, of course, applicable only to storms 
exceeding the interception storage capacity, a. 

As indicated by the formula, the total amount of interception in- 
creases with the duration of the storm, and since depth of precipitation 
increases with duration there is a general correlation between total in- 
terception and total rainfall although there is little difference between 
the losses resulting from a heavy downpour and from a light rain of 
the same duration. However, the percentage of the total precipitation 
that is lost through interception decreases as the amount of precipita- 
tion increases. As an illustration, for 0.25, in. rainfall in a dense forest 
perhaps 0,2 in., or 80 per cent, is intercepted and never reaches the 
ground, whereas for a rainfall of 1 in. perhaps 0.3 in., or 30 per cent, 
is intercepted, and for heavier rains the percentage is still less. 

For coniferous trees the amount of interception is greater than for 
deciduous trees even in full leaf; the difference as given by various 
writers ranges from zero to 100 per cent. For any given depth of precip- 
itation, winter and summer losses appear to be about the same for 
conifers, but for deciduous trees summer losses are two or three times 
as great as winter losses. For dense grasses, shrubs, and grains ap- 
proaching full growth, the interception loss is nearly as great as for 
deciduous trees in full leaf, but their season is short and as a result 
their total annual interception is considerably less than for deciduous 
trees. 

Figure 78 shows the results of measurements of interception for two 
types of fairly dense forest cover made by the U. S. Forest Service, 
Southeastern Forest Experiment Station, Asheville, North Carolina. 
The values of interception plotted in the graphs were obtained by 
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subtracting the ground rainfall plus tree-bole drainage from the total 
precipitation. The tree-bole drainage amounted to 10 to 30 per cent 
of the total interception. Hoover^ has reported that measurements 
made on a 10-year-old planting of loblolly pine located near Union, 
S. C., showed that an average of 86 per cent of the rain reached the 
ground.^ 

EVAPORATION FROM WATER SURFACES 

Evaporation is the process by which a liquid or a solid is changed 
into a vapor. The exact laws governing this process are not clearly 
understood. To obtain the best conception of this phenomenon and 
of the laws governing it, it may be desirable first to review briefly 
the physical structure of water. 

Any body regardless of its size is made up of a large number of 
molecules, each of which is constantly in motion at varying velocities 
and in different directions. The average velocity of all the molecules 

1 Marvin D. Hoover, ^‘Interception of Rainfall in a Young Loblolly Pine 
Plantation,” Station Paper No. 21, Southeastern Forest Expt. Sta., 1963. 

2 A number of other investigations of rainfall interception are : 

R. E. Horton, “Rainfall Interception,” Monthly Weather Rev., 1919, vol. 47, 
603-623. 

H. W. Beall, “The Penetration of Rainfall through Hardwood and Softwood 
Forest Canopy,” Ecology, 1939, vol. 16, pp. 412-416. 

J. Kittredge, H. S. Loughhead, and A. Mazurak, “Interception and Stemflow 
in a Pine Plantation,” J. Forestry, 1941, vol. 39, pp. 606-622. 

C. H. Niederhof and Wilson, “Effect of Cutting Mature fjodgepole-Pine 
Stands on' Rainfall Interception,” J. Forestry, 1943, vol. 41, pp. 67-61. 
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comprising any given mass determines its temperature. At absolute 
zero temperature all molecular activity is supposed to cease. In any 
given mass every molecule is attracted to every other one by a force 
that is inversely proportional to the square of the distances between 
them and directly proportional to the product of their masses. Those 
molecules that happen to be nearest to the free surface of a liquid are, 
therefore, acted upon by more of these forces from underneath than 
from above. Molecules that are near the surface, therefore, must 
overcome this additional force in order to escape into the air as water 
vapor. It thus appears that only the more rapidly moving mole- 
cules escape. Hence, the remaining mass will have a lower average 
temperature than before. Evaporation is therefore a cooling proc- 
ess. 

Although molecules arc continuously leaving the water surface, 
others are returning, and the rate of evaporation is determined by 
the excess rate of those leaving over those returning. If more are 
returning than are leaving, condensation is said to be taking place. 
Immediately adjacent to the water surface is a thin layer of air whose 
temperature is the same as that of the water. This film quickly 
becomes saturated with water vapor (see page 59). If, in the air 
above, the vapor pressure is the same as in the film, there can be no 
further evaporation. If, how- ever, the vapor pressure in the air above 
is less than that in the film, through diffusion, convection, and wind 
action the vapor near the water surface will be dispersed and evapora- 
tion will continue. The rate of evaporation depends upon the differ- 
ence between these two vapor pressures or, in other words, upon the 
pressure gradient. This principle, known as Dalton^s law, is expressed 
by the formula 

E-Cip^-^Pa) ( 2 ) 

in which E is the rate of evaporation in inches per day; pw is the 
vapor pressure in the film of air next to the water surface or, in other 
words, the maximum vapor pressure corresponding to the temperature 
of the w’^ater; Pa is the vapor pressure in the air above; and C is a 
coefficient that is dependent upon barometric pressure, wdnd velocity, 
and perhaps other variables. 

Influence of Depth 

Depth has a very pronounced influence upon the rate of evapora- 
tion from any large body of w^ater. The explanation of this phe- 
nomenon can be found in a comparison^ of the cycle of events that 
occurs in a shallow lake with that which occurs in a deep lake. 
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In late winter or early spring the temperature of an entire body 
of shallow water will be at or near 32° F. As the temperature of the 
air rises, the temperature of the water on the surface also rises, but 
as it does so, the weight of the water increases, and the warmer water 
sinks to the bottom as the colder but lighter water rises to the top. 
At the surface it in turn is warmed to a still higher temperature and 
greater density, and the turnover process is repeated. This continues 
until the temperature of all the water becomes 39.2° F, the tempera- 
ture corresponding to the maximum density of water. From then on, 
as the surface water becomes warmer it also becomes less dense and 
therefore remains on the surface. The water below the surface heats 
more slowly by direct radiation and conduction, as well as by mechani- 
cal mixing produced by currents and wave action. 

In autumn the overturning process is repeated in reverse. When the 
surface water cools below the temperature of the lower water it 
becomes heavier and sinks to the bottom, and the wanner water at the 
bottom rises to the surface. This continues until the entire body 
of water has a temperature of 39.2°, F. After that, as the surface 
water cools further it becomes lighter and remains on the surface. This 
explains why, for a given reduction in air temperature, the surface- 
water temperature will drop much more quickly from 39° to 32° F than 
from 46° to 39° F. 

Consider now a deep body of water. Either in spring or autumn, 
after the temperature of the entire mass has reached 39.2°, further 
changes resulting from radiation, conduction, and mixing are slow 
and extend only to a limited depth. Below 200 ft the temperature 
remains at or near 40° F throughout the year. However, the amount 
of heat that is required to raise the temperature of a large mass of 
water from 39.2° F to the temperature which it attains by autumn is 
enormous, and as a result there is a considerable lag between the 
temperature of the water and that of the air. The temperature of the 
water is lower than the air temperature in summer and higher in 
winter, whereas in shallow bodies of water the mean daily tempera- 
tures of the air and water do not differ so greatly. 

This lag in the temperature of the water in deep lakes behind the 
temperature of the air above exerts two important influences on the 
rate of evaporation from such lakes, both of which combine to reduce 
the summer evaporation below and increase the winter evaporation 
above the observed rates on shallow lakes. The first of these 
influences is apparent from a consideration of Dalton’s law (see page 
197). Inasmuch as B "ovaries with (p«, — Po), any reduction in the 
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Fig. 79. 


temperature of the water reduces (Pir — Va) y and likewise E. Also 
in winter an increase in the temperature of the water increases p^, 
(Pw — Pa), and E. The second influence results from the fact that 
in summertime the colder the water is with respect to the air, the colder, 
heavier, and therefore the more stable will be that vapor-laden film of 
air that is in direct contact with the water. Because of this increased 
stability of the air adjacent to the water, the effect of wind action is 
partially nullified. On the other hand, in early winter the saturated 
layer of air next to the water is considerably warmer than the air 
above. Therefore, being unstable, it rises even without the aid of wind 
action and is replaced by other air of lower humidity. In Fig. 79 
are shown monthly variations in the rate of evaporation from deep 
and shallow lakes. Graph A represents the rate of evaporation from 
Lake Superior as determined by Rohwer^s formula, equation 3, page 
202, using average mean monthly air and water temperatures as given 
by Hickman.-^ Graph B represents the rate of evaporation from a 
shallow lake as determined by this same formula, using the same air 
temperatures as before but assuming the water temperatures to be 
the same as those of the air. This means that in winter the lake 
surface would freeze over, and the evaporation from the ice would be 
given by equation 3. Although the latter assumption may not be 
exactly true, Rohwer found that it is approximately correct. 

Methods of Determining Evaporation 

Several methods may be used to determine the rate of evaporation 
from the water surface of reservoirs, natural lakes, or rivers. These 
methods include the use of: 

1. The storage equation. 

2. Auxiliary pans. 

3H. O. Hickman, “Hydrology of the Great Lakes, a Symposium,” Trans. 
A.S.C.E., 1940, vol. 105, p. 813. 
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3. Evaporation formulas. 

4. Humidity and wind velocity gradients. 

5. The energy budget. 

Storage Equation Method. The first of these methods involves 
the equation 

P-hI±U-E + 0± AS 


in which P is the precipitation on the water surface, I the surface 
inflow, U the net underground inflow or outflow, E the evaporation 
from the water surface, 0 the surface outflow, and AS is the change 
in storage. This last quantity is positive for an increase and negative 
for a decrease in storage. The quantities are usually expressed as 
inches depth on the water area for some convenient time interval. 

The chief disadvantage of this method is that these quantities may 
be determined with only varying degrees of accuracy. All the errors 
in measurement are combined and thrown into the resulting value of E. 
It is particularly difficult to make accurate measurements or estimates 
of the underground flow. In some cases this quantity is negligible, 
whereas in others it is an important factor. Large springs may occur 
in the lake bed, or, if the bed and surrounding area are highly perme- 
able, the direct underground inflow may be large. In other instances, 
and especially is this true of artificial reservoirs, large underground 
seepage losses may occur. Small basins are sometimes constructed 
with impervious linings in order to eliminate seepage losses. 

Little is known of the magnitude of underground flow into or out 
of large lakes. In his study of Lake Superior,* Pettis concluded that 
the inflow was quite large. The discussion of the same article by 
Meinzer® provides additional information on this subject. 

Pan Measurements. Because of the ease with which accurate 
measurements can be made with small pans, a tremendous amount of 
work has been done by this method. However, it has been found that 
the rate of evaporation from a small pan is not the same as from a 
large body of water; nor is the rate of evaporation the same for all 
pans, since it is affected by such factors as size, depth, and location. 
Hence, for any given type of pan installation, it is necessary not only 
to measure the rate of evaporation under all different conditions but 
also to determine the coefficient or coefficients to be used in reducing 
the pan results to what may be anticipated from a lake or reservoir. 


*Col. C. B. Pettis, ^‘Hydrology of the Great Lakes, a Symposium,” Trans, 
AJS,C.E„voll05,p. m. ^ 

® O. E. Meinser, “Hydrmogy of the Great Lakes, a Symposium” (Discussion), 


Trans, AJS.CJE!., vol. 106, p. 834. 
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The following are brief descriptions of some of the more commonly 
used types of pans: 

1. Class A. [/. S. Weather Bureau Land Pan. This pan is 4 ft in 
diameter, 10 in. deep, and the bottom is raised 6 in. above the ground 
surface. The water surface is supposed to be at least 2 in. and never 
more than 3 in. below the top of the pan. 

2. U. S. Bureau of Plant Industry Sunken Pan. This pan is 6 ft 
in diameter, 2 ft deep, and buried in the ground within 4 in. of the 
top. The water surface in the pan is supposed to be not more than 
y 2 in. above or below ground level. 

3. Colorado Sunken Pan. The Colorado Experiment Station has 
developed a pan 3 ft square, with a depth ranging from less than 
18 in. to 3 ft, and buried in the ground within about 4 in. of the top. 
The water is supposed to be maintained within 1 in. of ground level. 

4. U. S. Geological Survey Floating Pan. Because it was believed 
that the evaporation from a pan floating in a large body of water 
would be nearly the same as from the surrounding water, the U. S. 
Geological Survey has used a pan 3 ft square by 18 in. deep, supported 
by drum floats in the center of a raft 14 ft by 16 ft. The water level 
in the pan is supposed to be at the same elevation as that of the 
surrounding body, with the sides of the pan projecting. 3 in. above. 

5. On a number of occasions U. S. Weather Bureau land pans have 
been mounted on rafts and used as floating pans. However, they 
appear to have no particular advantage over the U. S. Geological 
Survey floating pan. 

After a thorough study of the results obtained by each of these 
different types of pans, the Subcommittee on Evaporation, of the 
Special Committee on Irrigation Hydraulics, of the American Society 
of Civil Engineers, recommended the U. S. Weather Bureau Class A 
land pan as their first choice. Next in order of preference was the 
Colorado sunken pan, and third was the U. S. Geological Survey 
floating pan. In their summary for and against the use of the U. S. 
Weather Bureau land pan they state:® 

The advantages are: 

1. More data on this pan are available for comparison than on any other 
particular type of pan. 

2. The coefficient has been found to be about the same for this pan in com- 
parison with large water surfaces in many locations and under many conditions. 

3. It is easy of access for observations. 

®Carl Rohwer, Robert Follansbee, and others, ‘^Symposium on Evaporation 
from Water Surfaces,” Trans. AS.C.E., 1934, vol. 99, pp. 673-747. 
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4. It is not subject to imcertainty due to inward or outward wash of water as 
is the case for a floating pan. 

5. It is raised above reasonable drift of dirt, debris, and snow. 

6. It is reasonable in cost of installation. 

The disadvantages are: 

1. The coefllicient is considerably less than unity; that is, the rate of evapora- 
tion is much greater from the pan than from a reservoir surface. 

2. For the data available, coeflicients for certain months vary greatly from 
those for other months. This inconsistency, however, is true for all types of pans 
thus far studied. 

Perhaps a more important disadvantage is that the coefficient depends 
upon so many factors that vary froin time to time and from place to 
place, that it is practically impossible to determine it accurately. 

As a coefficient to be applied to the observed evaporation from a 
Class A U. S. Weather Bureau land pan for the determination of the 
evaporation from a lake or reservoir, this committee recommended 0.70, 
with a range between 0.60 and 0.82. For the Colorado sunken pan 
they recommended 0.78 with a range between 0.75 and 0.86, and for 
the U. S. Geological Survey floating pan they recommended 0.80, with 
a range from 0.70 to 0.82. For a more complete discussion of this 
subject see the article by Rohwer and Follansbee previously cited.® 
This same article gives the results of numerous evaporation measure- 
ments, some of which are shown in Table 12. Additional evaporation 
data have been summarized by the Weather Bureau.^ 

Evaporation Formulas. Most of the evaporation formulas that 
have been proposed are based upon Dalton^s law and therefore are of 
the general form of equation 2, in which a value of C has been derived 
from observed evaporation from small pans. Therefore, to determine 
the evaporation from large bodies of water, a carefully selected 
coefficient (see preceding article and reference page 201) must be 
applied to the results obtained by means of any of these formulas. 

As a result of studies made by the Bureau of Agricultural Engi- 
neering of the U. S. Department of Agriculture,® Rohwer derived 
the formula 

E - 0.771 (1.466 - 0.0186B) (0.44 + 0.118F) (p„, - Pa) (3) 

in which E is the evaporation from lakes or reservoirs in inches per 
day, B is the mean barometric pressure in inches of mercury at 32° F, 

^U. S. Weather Bureau, ^'Mean Monthly and Annual Evaporation from Free 
Water Surface,” Tech. Papef No. 13, I960. 

«C. Rohwer, ^'Evaporation from Free Water Surfaces,” U. S. Dept, of Agr. 
Tech. Bull 271, December 1931. 
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Summary of Evaporation Records Reduced to Reservoir Surface Evaporation* 

Rfiflervdr Surface 
Evaporation in In. 





Tern- 

Wind 

Rel- 



Maxi- 


Eleva* 


perature Velocity at 

ative 



mum 


tion 


of Air 

the Pan, in Humid* 

April- 


per 

Station 

in Ft. 

Years 

in*F. 

Miles/Hr ity(%) September 

Annual 

Month 

Gardiner, Me. 

100 

1915-24 

45 

2.2 


18.10 

24.26 

4.56 

Ithaca, N. Y. 

800 

1918-30 

47 

1.8 

78 

17.11 

22.54 

4.17 

Pleaaantville, N. J. 

40 

1924^ 

51 

2.9 

74 

23.02 

31.81 

5.40 

Washington, D. C. 

280 

1915-17 

54 

2.3 

69 

23.52 

34.53 

4.87 

Chapel mi. N. C. 

fiOO 

1921-30 

61 

1.1 

69 

20.03 

28.56 

4.71 

Birmingham, Ala. 

650 

1010 

63 


72 

32.18 

42.99 

6.25 

Grand River Lock, Wis. 

780 

1905-12 

46 

... 


21.64 

28.57 

5.75 

Madison, Wis. 

860 

1906-11 

46 

. . . 

75 

12.91 

19.82 

3.04 

Centerville, Minn. 

880 

1919-27 

45 

4.0 

, . 

24.11 

30.97 

7.37 

Iowa City, Iowa 

610 

1907-10 

46 



19.59 

30.08 

5.36 

Columbus, Ohio 

763 

1018-30 

52 

2.0 

74 

19.21 

26.81 

4.94 

Cincinnati, Ohio 

520 

1910 

54 


68 

29.46 

38.19 

6.02 

Clarksburg. W. Va. 

1030 

1923-30 

53 

2.6 

79 

20.65 

26.60 

6.05 

Columbia, Mo. Hi 

750 

1916-27 

54 

1.5 

71 

20.28 

28.13 

5.31 

Columbia, Mo. 

750 

1916-26 

54 

2.9 

71 

26.31 

35.82 

6.85 

Silverhill, Ala. 

250 

1918-30 

67 

1.8 

78 

25.35 

38.27 

5.73 

Crowley, La. 

21 

1910-10 

68 

2.8 

77 

30.76 

46.90 

7.18 

Williston, N. Dak. 

1876 

190&-16 

39 

5.5 

74 

32.12 

38.79 

8.45 

Rapid City. S. Dak. 

3240 

1916-21 

46 

2.0 

58 

25.61 

36.43 

7.02 

Lincoln, Nebr. 

1250 

1917-30 

51 

4.1 

69 

32.06 

42.04 

9.92 

Wichita, Kans. 

1300 

1918-27 

56 

4.2 

68 

34.60 

49.62 

9.27 

Lawton, Okla. 

nil 

1910-20 

61 

6.4 


41.75 

54.35 

11.42 

San Antonio, Tex. 

700 

1907-12 

70 


68 

43 46 

63 71 

10.14 

Spur, Tex. 


1922-30 

61 

6.0 

61 

42.84 

62.44 

10.80 

El Paso, Tex. 

3700 

1889-03 

64 


36 

49.95 

71.16 

10.79 

Boieman, Mont. 

4754 

1918-30 

41 

2.7 


24.72 

33.77 

7.58 

Shoshone Reservoir, Wyo. 

5390 

1910-29 

46 



31.70 

43.27 

9.46 

Fort Collins, Colo. 

4098 

1887-1927 

46 

1.7 

68 

30.41 

42.19 

6.12 

Wagonwheel Gap, Colo. 

9610 

1920-24 

34 

2.0 

64 

16.12 

22.32 

3.22 

Santa Fe, N. Mex. 

7010 

1917-30 

48 

2.6 

54 

33.66 

44.82 

8.46 

Elephant Butte, N. Mex. 

4265 

1916-30 

60 

3.9 


47.24 

66.99 

11.75 

Arrowrock, Idaho 

3220 

1916-30 

49 

0.8 


29.32 

40.09 

8.07 

Salt Lake City, U. 

4250 

1928-30 

52 

3.6 

50 

40.67 

50.94 

10.10 

Fallon, Nev. 

3970 

1908-30 

51 

3.0 

52 

44.50 

56.74 

11.10 

Tucson, Aria. 

2400 

1920-30 

67 

1.3 

40 

41.82 

60.26 

9.39 

Walla Walla. Wash. 

1000 

1917-30 

53 

2.0 

58 

29.68 

36.85 

8.64 

Yakima, Wash. 

1060 

1910 

50 



35.07 

47.25 

7.41 

Warm Springs Reservoir, Oreg. 


1927-30 

47 

2.5 


38.39 

54.04 

10.42 

Klamath Falls, Oreg. 

4100 

1924-29 

48 


. . 

24.08 

36.71 

6.33 

Corvallis, Oreg. 

235 

1922-30 

52 

1.5 

. . 

21.88 

30.68 

5.92 

Tahoe, Calif. 

6230 

1910-30 

42 

3.0 


22.34 

32.09 

6.67 

E. Park Reservoir, Calif. 

1200 

1911-29 

59 

4.0 


39.48 

50.84 

9.51 

Oakdale, Calif. 

215 

1910-30 

60 

5.2 

. . 

45.75 

56.89 

11.76 

Chula Vista, Calif. 

9 

1918-30 

59 

3.8 


26.84 

42.26 

5.45 

Keewatin, Ont. 

.... 

1913-28 

36 

... 

72 

11.24 

14.29 

3.84 

Saskatoon, Sask. 

.... 

1918-30 

. . 

. . . 


23.51 

28.89 

7.14 

Edmonton, Alta. 

.... 

1918, '21-22 



18.65 

24.00 

5.46 

San Juan, Puerto Rioo 

82 

1919-30 

78 


78 

31.34 

55.29 

6.54 

Gatun, Canal Zone 

85 

1912-30 

80 

7.1 

84 

22.47 

48.38 

7.03 

Maunawili, Oahu 

250 

1921-30 

72 

1.9 


17.23 

30.92 

3.80 

Alexandria, Egypt 

.... 

1020-29 

68 


72 


28.76 


Atbara, Sudan 


1905-29 

83 


29 


123.67 



♦Data taken from ‘‘Evaporation from Reservoir Surfaces” by Robert 
Follansbee, Tram, A,S.C,E.f 1934, 99 . 
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V is the mean velocity of the wind in miles per hour about 6 in. above 
the ground, Pu, is the pressure of saturated vapor at the mean tempera- 
ture of the water surface in inches of mercury, and Pa is the average 
vapor pressure in the air in the same units. This equation is based 
on extensive observations and has been checked under various 
conditions. For application to small pans, the term 0.771 should be 
omitted. 

Many other formulas have been proposed by different experimenters 
for the determination of the rate of evaporation from free water sur- 
faces. For a more complete discussion of this subject reference should 
be made to the article cited previously. 

Inasmuch as wind velocity in most of these formulas refers to the 
velocity at a point about 6 in. above the ground, it is usually necessary 
to reduce measured velocities to ground velocities. Investigations by 
the Department of Agriculture provide extensive information con- 
cerning the variation in wind velocity near the ground. A year of 
wind velocity records was obtained at Arlington, Virginia,® for eleva- 
tions of 1, 7, 13, and 25 ft, tog^]ber with temperatures at elevations 
of 2 ft and 24.5 ft. A number of ^careful observations were also made 
at New Philadelphia, Ohio.^® Here the wind velocity was measured 
at twelve points, with the lowest at 0.5 ft above the ground and the 
highest at 28 ft above the ground. 

Various sets of data from the latter publication are plotted in 
Figs. 80 and 81. The ordinates are elevations above the ground (z), 
plotted logarithmically. In Fig. 80 the abscissas are wind velocities 
(Vg), whereas in Fig. 81 the abscissas are the ratios of the velocities at 
the various elevations to the velocity at 1 ft. It may be noted that 
curves A, JB, and C of Fig. 81 were obtained at various times during 
the same day. This is a typical variation. Curve D shows the most 
uniform velocity gradient, and curve E the steepest gradient of the 97 
complete sets given in the paper. The difference in the slopes and the 
curvatures of the various curves is due in part to the effect of the tem- 
perature gradient. 

When the upper air is warmer than the lower air, during a tempera- 
ture inversion, the air is relatively stable since there is little tendency 
for the upper air to mix with lower layers. As a result the velocity 
gradient tends to remain steep. Such a condition as shown by curves 
C and E of Fig, 81 quite regularly prevails at night. During the day- 
time the lower air is warmed and a temperature lapse rate greater 

* C. W. Thomthwaite ani(|[ Benjamin Holzman, ^'Measurement of Evaporation 
from the Land and Water ^rfaces/* 17. 8. DepL of Agr, Tech, BuU. 817, 1942. 

C. W. Thomthwaite and Paul Kaser, "Wind Gradient Observations,” Trans. 
Am, Oeophys* Union, 1943, p. 186. 
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Wind velocity (Vg) in miles per hour 

Fig. 80 . Wind gradients. 


than the normal adiabatic rate is often established. At such times 
the heavier upper air tends to fall and mix with the slower-moving 
lower air. The result is a tendency for a more uniform velocity at all 
elevations. Curves A and D of Fig. 81 illustrate these conditions. 
Curves B, C, and F, as well as those shown in Fig. 80, are typical of 
those which occur during normal adiabatic lapse rates. 

When the curves are straight lines, they can be represented by a 
logarithmic equation of the form suggested by Prandtl, 





( 4 ) 
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in which is the friction velocity, X is a constant and zo is the eleva- 
tion above the ground at which the velocity becomes zero. The shear 
velocity varies with the magnitude and gradient of the wind but may 
be assumed constant for all values of z. Although zo is closely related 
to the magnitude and nature of the roughness in pipes, this relation- 
ship does not appear to be as consistent for wind gradients. This 
fact is illustrated by the gradients in Fig. 80, where it may be seen 
that, in general, zo decreases as the wind velocity increases. 

If equation 4 is written for z - 1, then 



zo 


(4a) 
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From equations 4 and 4a the following expression for the ratio VjVi 
may be derived 


Yl = . 

V\ -log 20 "^ 


(46) 


This equation may be used to represent the straight lines plotted on 
Fig. 81. The equation for curve F of Fig. 81 is 


V 

= \ogz-\-\ (4c) 

Vi 

which corresponds to == 0.1 ft. According to values of Zq presented 
by Sutton/^ this value of should occur over grass which is between 
10 and 50 cm high. 

Several methods have been devised to account for the effect of 
temperature gradients on the velocity profiles.^^*^® Unfortunately, 
temperature gradients are not often available at locations where 
evaporation is to be computed. How’cver, the variations in wind 
profiles resulting from differences in 20 be corrected in an ap- 
proximate manner because of the relation of Zq to the wind velocity. 
This is illustrated in Fig. 82 where values F 25 /F 1 are plotted against 
Vi for 220 observations selected at random from Bulletin 817,® 
together with the 97 values of ^ 24/^1 taken from Wind Gradient 
Observations. The two groups of ratios, i.e., ^ 25/^1 ^.nd V^^/Vxy 
were plotted together since the difference between the two is 
small compared wdth experimental errors and the influence of other 
factors. It may be seen that there is a tendency for the velocity 
gradient between the 1-ft and the 25-ft levels to be steep for low 
values of Ui and flat for high values. 

The average value of the ratio for all the points plotted in Fig. 82 
was found to be 2,33. If this value is plotted at an elevation of 24.5 ft 
on Fig. 81, it will be seen that curves B and F very nearly represent 
average conditions. 

As a practical method of reducing the wind velocity at any eleva- 
tion to the velocity at 6 in, above the ground, it is suggested that the 
ratios be computed from equation 4 or read from curve F. For 
example, if V is measured at a point 10 ft above the ground (Fio) and 

O. G. Sutton, Micrometeorology f McGraw-Hill, New York, 1953. 

12 E. L. Deacon, “Vertical Diffusion in the Lower Layers of the Atmosphere,” 
Quart. J. Roy. Meteorol. Soc., January 1949, pp. 81-103. 

12 David N. Keast and Francis M. Wiener, “An Empirical Method for Esti- 
mating Wind Profiles over Open, Level Ground,” Trans. Am. Oeophys. Union, 
October 1950, pp. 858-864. 



208 


HYDROLOGY 



Ratio of velocity at 25 ft {V^) or 24 ft ( V 24 ) to velocity at 1 ft ( Vj) 


Fig. 82. 

found to be 5 ft per sec, equation 4 becomes Vm/Vi = (log 10) + 1 
orVio/Vi * 2. Also, F0.5/F1 = (log 0.5) -f 1 or Fo.s/Fj = 0.70. The 
ratio of the wind velocity at 10 ft (Fjq) to the velocity at the ground 
(F0.5) may then be found by combining the above values as follows: 
F10/F0.5 Fjo/Fi X Fi/Fo ,5 “ 2 X 1/0.70 = 2.86. Using the value 
of 6 ft per sec for Fjo, Fq.s “ 5/2.86 = 1.75 ft per sec. All the ratios 
determined in the above example from equation 4 could also have been 
read from curve F, Fig. 81. 

A greater degree of refinement may be obtained by first solving for 
the velocity at 1 ft from curve F, ih&xx from Fig. 82, checking for the 
corresponding F2B/F1. If this is far different from 2.4, the ratios may 
be redetermined from another curve of the family of curves in Fig. 81. 
If in the example above, Fio had been 8 ft per sec, the ratios should 
have been determined from curve D rather than curve F. 

It should be understood that many other factors also influence the 
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wind velocity pattern. Such factors as the roughness and slope of 
the ground and the presence of buildings or trees in the vicinity may 
cause great fluctuations in the velocity. It would, for example, be 
difficult to decide whether an anemometer placed 4 ft above the roof 
of a 20-ft building should be corrected for an elevation of 4 ft or 
24 ft. Neither is likely to give the proper result, owing to the presence 
of eddies and cross currents which exist under such conditions. 

It should also be noted that over large bodies of water, the rough- 
ness due to waves increases as the wind velocity increases.^^ This 
roughness causes the friction velocity, as well as 2o, to increase as the 
wind velocity increases. For low wind speeds over exceptionally 
smooth surfaces the profiles are influenced by the fluid properties, 
and the equations presented here would not apply. 

Use of Humidity and Wind Velocity Gradients* The fourth 
method of measuring evaporation is based on the premises (1) that, 
if a moisture gradient exists in the air, water vapor will move toward 
points of lower moisture content, and (2) that the rate of movement 
of the water vapor is accentuated by the intensity of turbulence in 
the air. This method has the great advantage of being applicable 
to both natural land and water surfaces. The difficulty involved in 
its use is the fact that sensitive and relatively expensive equipment 
is required. The humidity gradient may be determined from simul- 
taneous measurements of the moisture content of the air at two 
elevations above the ground with some type of hygrometer. The 
intensity of turbulence is determined from corresponding measure- 
ments of wind velocity gradients. The development of a relationship 
between the two quantities and the rate of evaporation is based upon 
the assumption that water vapor will be transported in a manner 
similar to the interchange of momentum by the turbulent mixing 
process. The formula for evaporation also includes a turbulence 
constant that must be evaluated experimentally. The U. S. Depart- 
ment of Agriculture has been conducting an extensive series of tests^® 
involving this method. Hourly evaporation-transpiration records 
covering nearly a year have been obtained for a meadow in Arlington, 
Virginia. The reference cited above gives a review of the theoretical 
background for this method, including a derivation of the formula as 
well as a description of the instruments and methods used in its 
application. 

K. Wagner, '*An Analysis of Over-Water Wind Profile Measurements,” 
Trans, Am, Geophys, Unions October 1958, pp. 845-852. 

15 C. W. Thornthwaite and Benjamin Holzman, “Measurement of Evaporation 
from Land and Water Surfaces,” U, S, Dept, of Agr, Bull, 817, May 1942. 
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energy Budget Method. The fifth method of determining evapora- 
tion is based on the idea of conservation of heat energy within a body 
of water. For any given body of water a balance must exist between 
(1) insolation; (2) heat transferred from the water surface by radia- 
tion, conduction, or convection; (3) heat energy acquired or lost in 
raising or lowering the temperature of the water; and (4) heat dissi- 
pated or acquired by evaporation or condensation. If items (1), (2), 
and (3) are measured, the evaporation or condensation may be deter- 
mined. This relation between evaporation and insolation was sug- 
gested by A. Angstrom^® in 1920. A method of utilizing this principle 
to determine evaporation from a natural water surface has been pre- 
sented by Richardson,^^ and also by Cummings.^® Its application 
requires records of air temperatures above lakes, temperature gradi- 
ents within lakes, and clearness of the atmosphere. The Weather 
Bureau has in operation a number of pyrheliometer stations in the 
United States which are providing data regarding the amount of solar 
energy reaching the earth under different conditions. Tests conducted 
at Lake Hefner in Oklahoma City^® have provided additional infor- 
mation needed for practical use of this method of estimating evapora- 
tion. An interesting application has been described by Neumann and 
Rosenan,*® who also have provided a useful bibliography for those 
interested in a more detailed study of this procedure. 

Control of Reservoir Evoporation 

In regions of low rainfall, evaporation rates from water surfaces 
are usually high and conservation of water is of major importance. 
Southwestern United States and parts of Australia provide good 
illustrations of these conditions. For instance, at Stevens Creek 
Reservoir, which impounds part of the water supply for Broken Hill, 
Australia, it is reported*^ that 3 gal of water are evaporated for every 
gallon pumped. In a region such as this, which has an annual precipi- 

^^Geografiska Annala, 1920, H. 3, p. 237 

Burt Richardson, '^Evaporation as a Function of Insolation,*^ Trans. A.S.C.E^, 
1931, vol. 95, 996. 

i®N. W. Cummings, "The Evaporation-Energy Equations and Their Practical 
Application,” Trans. Am. Geophys. Union, 1940, pp. 512-522. 

^®E. R. Anderson, "Energy Budget Studies in Lake Hefner Studies,*’ Tech. 
Rept., Water^Loss Investigations, vol. 1, pp. 71-119, U. S. Geol. Survey Circ. 229, 
1952. 

J. Neumann and N. Rosenan, "The Black Sea : Energy Balance and Evapora- 
tion,** Trans. Am. Geophy^Union, October 1954, pp. 767-774. 

W. W. Mansfield, "Influence of Monolayers on the Natural Rate of Evapora- 
tion of Water,” Nature, vol. 175, 1955, p. 247. 
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tation of less than 10 in., evaporational losses of this magnitude are 
of great concern. If the evaporation could be reduced by one third, 
the available water supply would be doubled. 

Scientists have known for some time of certain chemical compounds 
which spread in monomolecular layers over water surfaces and inhibit 
evaporation. Because of the increasing need for conservation of 
water, an interest has developed in the use of such substances for 
controlling evaporation in reservoirs. Mansfield®’ is credited with 
first testing hexadecanol (acetyl alcohol), which seems to be the most 
promising compound. More recent tests at the Stevens Hill Reser- 
voir®® indicate that during a 14-wk period the evaporation from this 
2000-acre reservoir was reduced about 37 per cent, at a cost of about 
one penny per 1000 gal saved. Experimental work conducted in 
Illinois has shown a reduction in evaporation of approximately 33 
per cent during the warmest summer periods and 11 per cent during 
cooler periods.®*’ The Bureau of Reclamation made studies to deter- 
mine the effect of a hexadecanol film on taste, color, odor, and 
biological quality, and no deleterious effects were observed.®* 

TRANSPIRATION 

Transpiration is the process whereby the moisture that has circu- 
lated through the plant structure is returned to the atmosphere, 
principally in the form of water vapor. For any given plant the rate 
of transpiration varies throughout the 24 hours of the day; it varies 
from one day to another depending upon the temperature, sunlight, 
moisture available, and other atmospheric conditions; for annual 
plants it varies throughout their period of growth, and for perennial 
plants it varies from year to year, depending upon their stage of 
development. 

Some of these factors influence transpiration and evaporation in a 
very similar manner; others do not. For instance, temperature seems 
to exert the same influence on both; in other words, the rate of tran- 
spiration is doubled for approximately every 18° F rise in temperature. 
Also relative humidity, wind velocity, and perhaps barometric pressure 
appear to exert almost the same effect upon transpiration as they do 

22 K. B. Moulton, “Evaporation Control at Broken Hill,” Weather, July 1967, 
Royal Meteorol. Soc., London, Eng. 

23 W. J. Roberts, “Evaporation Suppression from Water Surfaces,” Trans, Am. 
Geophys. Union, October 1967. 

2*G. Earl Harbeck, Jr., “Some Recent Studies of Evaporation and Evapo- 
transpiration by the U. S. Geological Survey,” Proc. Conf. on New Research 
Methods in HydroL, Scripps Institute of Oceanography, 1967. 
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upon evaporation from free water surfaces. On the other hand, tran- 
spiration is to a considerable extent influenced and controlled by the 
amount of sunlight, moisture available, and stage of plant develop- 
ment. 

Sunlight 

Although the rate of evaporation from a free water surface is usually 
lower at night than in daytime, the reduction is principally due to the 
lower night temperature of the air and to the resulting increase in 
relative humidity. Transpiration rates, however, experience a much 
greater variation between day and night, principally because tran- 
spiration varies directly with plant growth, which is almost wholly 
dependent upon sunlight. As a result, transpiration is virtually 
restricted to daylight hours. 

A striking illustration of the effect of transpiration and of its 
variations between day and night is provided in Figs. 83 and 84. In 
Fig. 83 is shown the variation in flow July 7 to 14, 1938, for stream 14, 
which drains an area of 152 acres in Coweeta Experimental Forest of 
the Southeastern Forest Experiment Station near Asheville, North 
Carolina. In Fig. 84 are shown the fluctuations in ground-water level 
September 19 to 26, as recorded in Well G-2 which is located in the 
valley bottom of a dry cove where the water table is 10.5 ft below the 
ground surface. The water level in Well G~1 is also shown. This 
well is about 30 ft from G-2, where the water table is about 16.5 ft 
from the ground surface. Dr. C. R. Hursh, Senior Forest Ecologist at 
the station, explains these fluctuations in the following manner. 

A much greater density of trees and shrubs exists near the banks 
of the streams and in the valley bottoms than is to be found farther 
back and nearer the divide. The roots of this vegetation penetrate 
into the capillary fringe, thus lowering the water table in the imme- 
diate vicinity during the daylight hours when transpiration is most 
active. Back farther from the stream channel the water table is so 
far below the ground surface that the plant roots cannot reach the 
capillary fringe. As a result, in this region there is no transpirational 
draft during the daytime followed by a night recovery, but instead 
there is only a continuous decline in the water table until it is replen- 
ished from precipitation. These conditions are illustrated in Fig. 85, 
in which abc represents the water level in the stream and adjacent 
ground water in the morning, before the effects of transpiration are 
felt. To a greatly exaggerated scale, a'6'c' shows the water surface 
in the stream and the "adjacent water table at the end of a day's 
transpiration. During the following night, water from cd flows in and 
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Fig. 83. Stream hydrograph reflecting transpiration draft. Stream 14, drainage 
area, 152 acres, Coweeta Experimental Forest, Southeastern Forest Experiment 
Station, Asheville, N. C. 



Fig. 84. Ground-water elevations, Coweeta Experimental Forest, Southeastern 
Forest Experiment Station, Asheville, N. C. 
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restores the lower portion of the water table almost but not quite to 
its initial level, abc. 

A portion of the record obtained from an automatic water-stage 
recorder in operation in a shallow well near Roscommon, Michigan, 
is reproduced as Fig. 86.^® Detailed examination of this diagram 
shows the consistent daily drawdown of water level through the sun- 
light period. A time difference is noted at each end of the cycle, in 
that the drawdown period generally starts about 8:00 a.m. each day 
or about hr after sunrise, and the recovery of water level or cessa- 
tion of drawdown starts shortly before 6:00 p.m. or more than 2 hr 
before sunset. The maximum rate of drawdown of water level occurs 
during the noon period, when the sun is at the zenith. The periods of 
so-called recovery are represented by the intervals of decreased draw- 
down rate and in this example do not imply an actual rise in water 



^ ng. 86. 

Figure supplied by John Q. Ferris. 
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level. During the growing season, the general trend of water level is 
downward, and the transpiration phenomenon is superimposed on this 
downward trend. To show the effect more clearly, a portion of the 
graph is reproduced by replotting the departure of the curve from 
the average downtrend. 

The effect of transpiration draft as shown in Figs. 83 and 84 is most 
frequently observed in small headwater streams and even then only 
when the water table or capillary water in the adjacent banks is 
within reach of the roots of vegetation. It is less distinctly seen in 
hydrographs of large streams because of the ironing-out effect pro- 
duced by the large number of inflowing tributaries, each having a 
different timing. 

Moisture Available 

Quite naturally the amount of moisture that is used by vegetation 
is limited to the amount that is available. Except for aquatic and 
aerial vegetation, plants have the following possible sources of moisture 
supply: gravity water, pellicular water, and capillary water. Gravity 
water is available only for short periods during and immediately 
following rains, and under the action of gravity it is always moving 
downward toward the water table. Pellicular water exists above the 
capillary fringe as a thin film covering the soil grains, and is held there 
against the action of gravity. Vegetation whose roots do not penetrate 
into the capillary fringe is, therefore, principally dependent upon 
pellicular water for its moisture supply. Vegetal roots are incapable 
of drawing all the pellicular water from the soil, and in this respect 
various types of plants seem to differ little. Assuming an average 
depth of penetration of plant roots of 5 ft, Tolman^® estimated a 
moisture content of a little less than 1 ft of water in this depth for a 
soil of average texture. Throughout a growing season most vegetation 
requires 6 in. to 24 in. of water or more. Therefore those plants 
whose roots do not penetrate to the capillary fringe are dependent 
upon frequent replenishment of soil moisture by rains. When the 
available moisture has been exhausted to the point at which permanent 
wilting occurs, the ratio of the weight of the remaining moisture to the 
weight of the dry soil is called the wilting coefficient for that soil. Its 
value varies inversely with the sizes of the soil grains and ranges from 
less than 1 per cent for coarse sand to 25 or 30 per cent for heavy clay. 

Plants whose roots penetrate into the capillary fringe are not so 
directly dependent upon rains for the replenishment of their supply, 
for, as this moisture is drawn off, it is continuously replenished from 
F. Tolman, Ground Water, McGraw-Hill, 1937, p. 31. 
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the water table. The rate of replenishment, however, depends upon 
the sizes of the soil grains and upon the height to which the water 
must be raised. If, for instance, the capillary fringe is 4 ft in thick- 
ness and the roots penetrate halfway through or to within 2 ft of the 
water table, the rate of replenishment will be very much greater than 
if the depth of penetration were only a few inches. In Fig. 87 are 
shown the rates of capillary rise in a number of California soils as 
determined by W. A. Packard in an unpublished research reported 
by Tolman.^^ In this figure it will be noted that the average height 
of rise in the first 4 days is about 75 per cent of the total height 
observed in 25 days. 

Raising or lowering the water table may be either a benefit or a 
detriment to vegetation. If, for instance, the water table is at such 
an elevation that the natural penetration of the roots is well into the 
capillary fringe but not into the water table, the conditions for plant 
growth are at their best. If the water table is lowered, the plants 
will at times suffer from lack of moisture, and if it is raised for any 
great length of time the submerged roots will be killed by drowning. 
On the other hand, if the water table is naturally so low that the 
capillary water is beyond the reach of the roots, a proper amount of 
raising will benefit vegetation; and, if it is naturally so high that the 

permission from Otound Water, by C. F. Tolman, copyrighted by 
McGraw-Hill, 1937. 
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roots can penetrate only to an insufficient depth without being 
drowned, a certain amount of lowering will prove beneficial. 

Stage of Plant Development 

In addition to the diurnal variation in transpiration that has already 
been discussed, there are also seasonal and annual variations depend- 
ing upon the stage of development and rate of growth. All plants 
grow more rapidly at certain seasons of the year than at others. The 
fact is quite well established that for any particular type of vegetation 
the rate of transpiration varies with the weight of dry matter 
produced. Inasmuch as the production of dry matter is the result of 
growth, it varies directly with vegetative activity. In other words, 
transpiration is restricted to the growing season and is most rapid 
during the period when vegetation is growing the fastest. 

Transpiration Ratio 

From month to month there are large variations in the rate of 
growth for different types of vegetation, and as a result, the monthly 
changes in transpiration are correspondingly large. Because of the 
difficulties encountered in measuring monthly changes in ground-water 
and soil-moisture storage, few data are available on monthly tran- 
spiration. Nor is much known about the changes from year to year 
resulting from the growth and development of annual plants. For any 
particular kind of vegetation, the ratio between the weight of water 
consumed and the weight of dry matter produced is called its transpira- 
tion ratio. In determining this factor, the weight of the dry matter 
of the entire plant, exclusive of the roots, should be used. Sometimes, 
however, to make the results more generally useful, only the marketed 
crop is used, such as the grain of wheat, corn, beans, and rice, the tubers 
of potatoes and sugar beets, and so on. 

For any type of plant the transpiration ratio varies widely, depend- 
ing upon the kind of soil, available moisture, relative humidity, and 
other climatic factors. In Table 13 are given the usual range and 
approximate average values for some of the more common types of 
vegetation.*® These transpiration ratios are based upon the weight 

28 For detailed results of experimental investigations see the following refer- 
ences: L. J. Briggs and H. L. Shantz, U. S, Dept. Agr. Bur. Plant Industry Bull. 
285, 1913. 

L. J. Briggs and H. L. Shantz, J. Agr. Research, vol. 3, No. 1, pp. 1-63, 1914. 

H. L. Shantz and L. N. Piemeisel, J. Agr. Research, vol. 34, No. 12, pp. 1093- 
1190 1927 

O. E. Meinzer, 'Thysics of the Earth, IX,” Hydrology, Chapter 8 by C. H. Lee, 
McGraw-Hill, 1942, pp. 283-288. 
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TABLE 13 


Plant 

Transpiration Ratios 

Usual Range 

Average 

Alfalfa 

700-1000 

850 

Wheat 

300- 560 

450 

Oats 

400- 660 

500 

Corn 

250- 350 

300 

Rye 

400- 600 

500 

Barley 

300- 600 

460 

Rice 

600- 800 

700 

Cotton 


600 

Red clover 

300-1000 

800 

Buffalo grass 

250- 350 

300 

Weeds 

200-1000 

600 

Potatoes 

300- 600 

500 

Sugar beets 

300- 500 

400 


of dry matter produced rather than upon the weight of the marketed 
product. 

Measurement of Transpiration 

Although a number of laboratory methods of measuring transpira- 
tion have been used, especially by botanists, the one that has met with 
most favor by engineers, foresters, and agriculturists has been the 
cloaed-phytometer method. This instrument consists of a watertight 
tank containing sufficient earth to nourish the plant. A cover is sealed 
on to prevent any rain from entering or any water from escaping from 
the tank except through plant transpiration. Means are provided 
for adding water as desired. The transpirational losses for any period 
are equal to the original weight plus the weight of water added, minus 
the final weight. This method is, of course, restricted to plants having 
relatively small root systems. 

In column 5, Table 14, are shown some transpiration ratios deter- 
mined from experiments by Briggs and Shantz. These values are 
based upon the weight of the dry matter contained in the marketed 
product. The weights and depths shown in columns 6 and 7 were 
computed by applying these ratios to the average yields shown in 
column 2. These experiments were conducted at Akron in eastern 
Colorado and do not n^ssarily represent the transpiration require- 
ments of crops grown under different soil and climatic conditions. 
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TABLE 14 


Crop 

(1) 

Bu 

per 

acre 

(2) 

Lb 

per 

bu 

(3) 

Lb 

per 

acre 

(4) 

Transpi- 
ration 
Ratio § 

(5) 

Lb of 
water 
per acre 
(6) 

Depth 
in in. 
(7) 

Wheat 

30 

60 

1800 

1000-1600 

1,800,000- 

2,880,000 

8-12.5 

Oats 

50 

32 

1600 

1100-1900 

1,760,000- 

3,040,000 

8-13.5 

Barley 

35 

48 

1680 

950-1250 

1,600,000- 

2,050,000 

7-9 

Rye 

25 

56 

1400 

1800 

2,520,000 

11 

Corn 

80 

35 

2800 

850-1240 

2,240,000- 

3,470,000 

10-15 

Potatoes 

100 

60 

1320t 

1380-2200 

1,820,000- 

2,900,000 

8-13 

Sugar Beets 

10* 


2400t 

570 

1,360,000 

6 

Alfalfa 

1.5* 


3000 

420-1060 

1,260,000- 

3,180,000 

5.5-14 

Red Clover 

1.5* 


3000 

720-1020 

3,060,000 

9.&-13.5 


* Tons per acre. 

t Dry matter taken as 22% of total weight. 
t Dry matter taken as 12% of total weight. 

§ Based upon the results of experiments by Briggs and Shantz, J. Agr. 
Research, vol. 3, No. L, pp. 1-63, 1914. 


In fact, they do not truly represent the water uses of crops grown in 
eastern Colorado under actual field conditions. All these plants were 
grown in closed phytoineters and in screened shelters. The experi- 
menters concluded that the shelters caused a reduction in the water 
requirement of approximately 20 per cent. The extent of the influence 
of the phytometers upon the water consumption is unknown. 

Another method of determining transpiration is by means of water- 
shed studies. This method requires a period of intensive study of 
rainfall and runoff, after which the vegetative cover on the drainage 
basin is changed or removed. The effect of removing the vegetative 
cover can then be determined from subsequent measurements. One 
method of evaluating the effect of the changes is by means of a 
correlation of runoff between the basin being studied and an adjacent 
drainage basin. The correlation is established by making careful 
rainfall and runoff measurements on both basins during the period 
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before the change is made. It is assumed that this same relationship 
would have continued during the following period and that any devia- 
tions can be ascribed to the change. The effect of removing vegetation 
can also be determined by computing the total annual water losses 
before and after the change, by means of the storage equation, as 
described on page 226. In addition to measuring precipitation and 
runoff, this method requires that continuous records of soil mois- 
ture, water-table elevations, and ground-water movement be made. 
Complete meteorological records should also be maintained to permit 
the correlation of the results with climatic factors and also to detect 
any unusual differences in these factors for the periods before and after 
making the change in land use. Correction may also have to be made 
because the water-use rate of perennial vegetation, such as a forest, 
changes as it matures, so that the basis for comparison with original 
conditions may not remain constant during the years following the 
removal of the vegetation. 

Although the foregoing methods enable us to make an accurate 
analysis of the change in water yield of a drainage basin, it may not 
be possible to determine exactly the corresponding change in transpira- 
tion, since the rate of soil evaporation may have also undergone a 
change. The increased exposure due to the removal of dense vegeta- 
tion usually increases the evaporation opportunity of the soil. How- 
ever, this effect is complicated by the fact that soil evaporation is 
dependent on the presence of soil moisture, and soil moisture is also 
influenced by the removal of vegetation. If vegetation is removed 
without disturbing the infiltration capacity (page 106), more soil 
moisture will be available for evaporation, whereas, if soil is left unpro- 
tected, the infiltration capacity will be greatly decreased, and soil 
moisture will be less than before the cutting. 

Two outstanding examples of watershed studies for the determina- 
tion of transpiration were conducted by the Southeastern Forest 
Experiment Station of the U. S. Forest Service at the Coweeta Hydro- 
logical Laboratory This laboratory is located in the southern 
Appalachian Mountains of western North Carolina near the Georgia 
boundary. The experimental work reported here originated under the 
direction of Dr. C. R. Hursh, formerly Senior Forest Ecologist for the 
Station. In one experiment, a rather dense forest was completely cut 
on a 32.8-acre basin in 1941, and, except for 3 years, the sprouts and 

*®M. D. Hoover, ^'Effect of Removal of Forest Vegetation upon Water- 
Yields,” Trans, Am, GeophM, Union, Part VI, 1944, pp. 969-977. 

Robert E. Dils, “The Odweeta Hydrologic Laboratory,” Southeastern Forest 
Experiment Station, Asheville, N. C., 1957. 
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shrubs were cut back annually through 1955. Special care was used 
to maintain the original condition of the ground surface by leaving 
fallen logs in place. The annual precipitation on this basin is about 
70 in., and the growing season extends from April through September. 
During the first year after cutting, the water yield was increased by 
about 17 in. It may be assumed that the transpiration of the original 
vegetative cover was somewhat greater, perhaps 20 in. per yr. After 
the cutting, many herbaceous plants began to invade the area and 
reduce the water yield. After several years, the changes in water yield 
were stabilized at rates that were about 11 in. per yr higher than the 
original rates. 

A similar complete cutting was made on another Coweeta watershed, 
but in this experiment vegetation was allowed to grow back naturally. 
The increase in runoff was again about 17 in. during the first year. 
Fifteen years after the cutting, the yield was still 4 in. per yr greater 
than the yield expected under original conditions. Other tests in this 
experimental area, which included farming and grazing, also produced 
increased runoff but caused much higher peak flows and serious 
erosion. 

A similar study'^^ was made in Utah in a region having an annual 
precipitation of about 53 in. This area was covered by aspen with a 
herbaceous understory. Removal of the aspen increased stream flow 
by 4 in. per yr. The later removal of the herbaceous cover increased 
the stream flow another 4 in., but the annual soil loss also increased. 
Additional studies similar to those described will provide the basis for 
future land-use management. 

Two other promising methods of determining evapotranspiration 
rates are the use of humidity and wind velocity gradients and the 
energy budget method, which were described in the previous section 
dealing with evaporation from water surfaces. A procedure for apply- 
ing the energy budget method has been presented by Penman.^** 

SOIL EVAPORATION 

Soil evaporation, or land evaporation, is the loss of moisture through 
direct evaporation from the individual soil grains located at and near 
the ground surface. Its rate is governed by the same factors that 

31 A. R. Croft, and L. V. Monninger, ^‘Evapotranspiration and other Water 
Losses on Some Aspen Forest Types,” Trans. Am. Geophys. Union, August 1953, 
pp. 563-574. 

32 H. L. Penman, “Estimating Evaporation,” Trans. Am. Geophys. Union, 
February 1956, pp. 43-50. 
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affect the rate of evaporation from a free water surface, plus a factor 
which Horton has called ^^evaporation opportunity.'' This factor, as 
its name implies, is a measure of the opportunity or of the possibility 
of the occurrence of evaporation from the ground surface. It may be 
expressed as the percentage that the actual evaporation from the 
ground surface is of the rate of evaporation from a free water surface. 
It is principally controlled by the amount of moisture present in the 
surface strata of the soil and ranges from zero for a thoroughly dry 
ground surface to 100 per cent or more for a bare soil immediately 
after a rain. Under a hot sun, with a relatively low humidity and a 
high wind velocity, this evaporation will continue at a high rate for 
some time after the cessation of rainfall, until the ground surface 
starts drying. It will then decrease as the surface of the ground dries, 
until a constant rate is reached which is dependent on the depth to 
the water table and the nature of the soil. 

This behavior is illustrated in Fig. 88, which is based on data 
reported by Veihmeyer and Brooks.’*'* The curve shows a typical 
relationship between accumulated soil evaporation and time, during a 
period without replenishment of the soil moisture from rainfall or from 
the water table. The straight line shows the comparable evaporation 
from a 12-ft pan. This example illustrates that whereas soil evapora- 
tion is high in regions having a high annual rainfall that is well 
distributed throughout the year, in regions of low annual rainfall, or 
where the precipitation is largely concentrated in one season, the soil 
evaporation is much less. The rate of decrease in soil evaporation 
which occurs after the soil has been brought to field capacity is much 
more rapid than is the rate of decrease in transpiration losses, which 

J./Veihineyer and F. A. Brooks, '^Measurement of Cumulative Evapora- 
tion from Bare Soil,” Trans. Am. Qeophya. Union, August 1954, pp. 601-fK)7. 
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continues at near-maximum speed until the soil moisture has been 
depleted almost to the wilting point. 

Influence of High or Low Water Table 

If the water table is at or near the ground surface, the evaporation 
rate is approximately the same as the rate from a free water surface. 
As the water table is lowered, the rate of evaporation decreases by an 
amount that is dependent on the nature of the soil. This fact is 
illustrated in Fig. 89, which is based on tests conducted by Veihmeyer 
and Brooks.*^^ Values shown in this figure are obtained from measure- 
ments on soil-filled tanks in which the water tables are held at constant 
levels. The value for zero depth to the water table is determined 
from a standard Weather Bureau evaporation pan. 

Water is raised from the water table to the ground surface in two 
ways. If the capillary fringe extends to the ground surface (see 
Fig. 87), water is carried upward at relatively rai)id rates in the 
capillary tubes. In addition, soil moisture moves from moist soil to 
dry soil under the influence of the capillary potential gradient, 
described more fully in Chapter 5, page 121. 

In most drainage basins are certain areas in which the ground surface 
is never within the capillary fringe and throughout which the rate of 
soil evaporation is extremely variable, ranging from a maximum 
immediately after rains to zero during dry periods. In other areas the 
ground surface is always being supplied with capillary water, and the 



Depth to water table, feet 


**See note 33. 


FI 9 . 99 . 
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soil-evaporation rate is continuous and much more nearly uniform. 
When these areas are artificially drained, the water table is lowered, 
and the soil evaporation is greatly reduced. The effect of drainage 
upon fiood and low water flows was discussed in Chapter 3. (See 
page 55.) Intermediate between these two areas is a third area, 
throughout which, during a portion of the year, the ground surface is 
within the capillary fringe, and the soil evaporation is continuous and 
fairly uniform. During the remainder of the year, the ground surface 
is above the capillary water, and the evaporation rate is discontinuous. 
Depending on the size of this intermediate area and upon the length 
of time each year when the ground surface is within the capillary 
fringe, soil evaporation will vary one year from another, even though 
all other factors such as temperature, humidity, and precipitation 
remain the same. 

Measurement of Soli Evaporation 

From the foregoing statement it appears that experiments to deter- 
mine soil evaporation must be conducted under two different sets of 
conditions, namely, (1) for a freely draining soil and (2) for a soil 
whose surface is constantly being supplied with capillary water and 
which, therefore, has a higher evaporation opportunity. 

For measuring soil evaporation under the first of these conditions, 
lysimeters are commonly used. A lysimeter is a tank, usually 4 to 
6 ft square and 3 to 6 ft deep, filled with earth, and embedded with 
the surface almost flush with the ground. The bottom is funnel 
shaped and drains into a closed receptacle located in an underground 
gallery or passageway. The soil evaporation is the difference between 
the rainfall and the drainage. 

To measure the evaporation from a soil whose surface is within the 
capillary fringe, tanks may be used that are equipped to maintain 
the water table at any desired elevation. The soil evaporation is 
determined by weighing the tanks at stated intervals and knowing 
the amount of water that was added in the interim. 

In general, experiments that are designed to isolate and determine 
separately plant transpiration and soil evaporation must necessarily 
be conducted under conditions that rarely exist in nature. These two 
quantities are so interdependent that they cannot easily be separated. 
Vegetation reduces soil evaporation in two ways: first, by usin^ some 
of the moisture that would otherwise be available for soil evaporation 
and, second, by reducing the wind velocity and thereby increasing the 
relative humidity at the ground surface. On the other hand, soil 
evaporation removes moisture that would otherwise be available for 
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transpiration. Consequently any figures on soil evaporation and 
transpiration that have been determined separately are of little prac- 
tical value, for they cannot be added in determining the total water 
losses from any basin. 

The humidity gradient and the energy budget methods of deter- 
mining evaporation from water surfaces described on pages 209 and 
210 are ideally suited to measuring combined evaporation and trans- 
spiration rates. It may be hoped that carefully controlled applications 
of these methods under various conditions will provide valuable infor- 
mation in regard to both soil evaporation and combined evaporation- 
transpiration rates. 

WATERSHED LEAKAGE 

The geological formation under many drainage basins is such that 
precipitation falling on one basin finds its way underground through 
fissures and water-bearing strata to an outlet, either in a nearby or 
a remote drainage basin, or directly to the sea. This is called water- 
shed leakage. Although it is believed to occur quite commonly, in 
many cases it is relatively unimportant, and the losses from one basin 
are frequently balanced by accretions from another. 

Occasionally, however, these losses are large and may constitute 
a major loss from a basin, as in the north branch of the Thunder 
Bay River and in the Rainy River in northern Michigan. Both these 
basins are underlain with limestone. Sinkholes are numerous, and 
much of the runoff finds its way into them and thence, in all prob- 
ability, to Lake Huron. Similar conditions are known to occur in 
Wisconsin and in many other states. 

A thorough knowledge of the geology of the basin usually provides 
the best evidence as to the probability of such leakage. Without 
such information, runoff records from the basin in question should be 
compared with records from similar basins nearby. The results of 
this comparison together with a study of the rainfall records and a 
knowledge of the soil, topography, and vegetal cover should give a 
good indication of the probability of any appreciable amount of 
watershed leakage. A more detailed discussion of this topic may be 
found in Chapter 3, pages 53 and 54, 

TOTAL WATER LOSSES 

As stated early in this chapter the total water losses from any 
drainage basin consist of interception, evaporation from land and 
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water surfaces, transpiration, and ground-water outflow. Ordinarily 
these losses for any given drainage basin can be either measured or 
estimated more accurately and more easily collectively than sepa- 
rately. The relationship between these collective losses and rainfall, 
runoff, ground-water discharge, and storage, is expressed by the 
equation 

L - P - Q - di AS (5) 

in which L is the total losses for the period, P the total precipitation 
for the period, Q the total runoff for the period, U the net ground-water 
outflow for the period, and AS the increment in surface and sub- 
surface storage during the period. The sign is plus for a decrease in 
storage and minus for an increase. All these quantities are expressed 
in inches depth on the drainage basin. The quantity AS is made up 
of three separate factors: (1) the increment in surface storage in 
lakes, ponds, swamps, and streams; (2) the change in ground-water 
storage below the water table, which for any given area and period 
is equal to the product of the average change in level and the average 
porosity of the soil; and (3) the change in field moisture above the 
water table. 

For any region, a study of the rainfall and ground-water records 
reveals the fact that well-defined cycles are maintained for each of 
these phenomena throughout the year. As an illustration, in southern 
Michigan about 18 per cent of the annual precipitation occurs in 
winter, 27 per cent in spring, 29 per cent in summer, and 26 per cent 
in fall. It is not to be inferred that these percentages hold rigidly 
each year, but rather that they represent the average values and indi- 
cate the general cyclic variation in precipitation throughout the 
year. 

Also the ground-water level usually reaches its maximum stage 
about the first of May and then is subjected to a more or less general 
decline until the latter part of September or the first of October. 
Furthermore, although during the year there may be fluctuations 
amounting to several feet or even more, the observed level on 
October 1 of any year does not ordinarily differ greatly from the 
long-term mean elevation for that date, except as a result of unnatural 
changes or developments made within the basin. Also at this time of 
year the amount of surface storage and the soil-moisture deficiency 
do not usually vary much one year from another. Because of these 
facts, the average annual water loss for any period of 6 yr or longer, 
beginning and ending- with October 1, may be determined from 
equation 6 ignoring AS. If the values of P and Q have been accurately 
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determined for the period, the average annual water loss should be 
correct within an inch or two at the most. 

If the water loss for a single year is determined in this same 
manner, the error will be considerably greater, depending upon the 
value of AS for that year. For instance, if the water table on October 1 
of any year is 18 in. higher or lower than it was on the same date for 
the preceding year, and the average soil porosity is 33% per cent, the 
change in ground- water storage alone amounts to 6 in., which added 
to the changes in soil-moisture and surface storage would probably 
give a total value for AS of 8 or 10 in. This large error should, 
however, be detected, and at least partial correction should be made. 
This is possible because, except during a period of surface runoff 
immediately following a storm, all the stream flow is derived from 
ground water and from surface storage. Inasmuch as the surface 
storage and the soil-moisture content also vary more or less in parallel 
with the ground-water storage, it is seen that, except when surface 
runoff is occurring at the end of the water year, the stream flow at 
that time provides a good index of AS for that year. If, for example, 
on October 1 of two successive years the entire flow is apparently 
coming from ground water and if that flow is approximately the same 
on those dates, the value of AS is negligible for that year. If, however, 
the flow is considerably greater or less at the end of the year than it 
was at the beginning, AS must be taken into account and correction 
must be made for it, or the annual loss for such a year will be corre- 
spondingly in error. The best procedure to be followed in making 
this correction depends upon the character of the data at hand in 
each case. If, for instance, sufficient ground-water levels are available, 
this change in ground-water storage can be approximated fairly well, 
depending upon knowledge of the average soil porosity. If this change 
represents an increase in storage, in all probability there will also be 
increases in the amounts of soil moisture and surface storage. On the 
basis of a knowledge of surface-storage conditions, depth and char- 
acter of soil, and also the antecedent rainfall, these quantities may 
be estimated and added to the change in ground-water storage to 
determine the total value of AS. 

The value of AS in equation 5 may also be determined from a 
normal depletion curve of a stream (see page 20). Because the 
depletion curve represents the rate of depletion of ground-water 
storage, AS is equal to the area beneath the portion of the curve 
bounded by the discharge rates occurring at the beginning and the 
end of the period for which AS is being determined. 

The underground flow is usually small. However, sometimes there 
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may be watershed leakage (page 40) or indirect drainage (page 53) 
which must be included in the computations. In some drainage basins 
there may be a considerable amount of ground-water outflow from 
aquifers lying beneath the river draining the basin. It may be neces- 
sary to determine the magnitudes of such flows by methods described 
in Chapter 6, before concluding that they are negligible. 

If ground-water discharge may be neglected, the average annual 
water loss over a long period of years can be determined quite accu- 
rately from only precipitation and runoff records. This is because 
the storage term in equation 5 becomes small with respect to P and Q 
under such conditions. On the other hand, for the accurate determi- 
nation of annual water losses, AS must be taken into account, and its 
value may be at least closely approximated for each successive year 
from ground-water levels or from the hydrograph. For seasonal or 
monthly losses, the determinations will be less accurate. 

Factors Affecting Total Water Losses 

The total water losses for any year are the combined result of the 
influence of many factors, the principal of which are the total annual 
precipitation, its intensity and distribution throughout the year, tem- 
perature, humidity, and wind velocity. Of the last three factors, 
temperature is perhaps the most important. 

In U. S, Geological Survey Water-Supply Paper 846 are given the 
results of a study made to determine the annual water losses on a 
large number of drainage basins in many of the eastern and central 
states. In this paper an attempt is also made to correlate water loss 
and temperature. Figure 90 has been reproduced from this paper. In 
this figure the isothermals are shown heavy, and the lighter lines are 
generalized lines of mean annual water loss. It will be observed that 
in a general way these two sets of lines are nearly parallel east of the 
Mississippi River, but, because of reduced precipitation and the 
resultant reduction in evaporation opportunity at points not far west 
of the Mississippi, the water-loss lines dip to the south and cross the 
isothermal lines nearly at right angles. 

In Fig. 91 are shown the annual water losses from the drainage 
basins of the south branch of the Nashua River and of the Sudbury 
River, as given in this paper, each plotted against the mean tempera- 
ture for the corresponding years. This figure shows a general lack 
of correlation between annual water loss and annual temperature. 
There are two reasons for this. In the first place the quantities that 
are plotted as annual water loss are in fact annual water loss plus or 
minxis AS. It baa been shown that for yearly periods aS^ may be as 
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much as 8 or 10 in. Furthermore, in addition to temperature, water 
losses are influenced by amount and distribution of rainfall, depth to 
water table, humidity, wind velocity, and other factors. 

The part that water losses play in the determination of yield will 
be discussed in Chapters 8 and 9. 



Annual water loss in in. 


Fig. 91. 
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Runoff 


The practical objective of the science of hydrology is to provide a 
means of determining the characteristics of the hydrograph that may 
be expected for a stream draining any particular basin. The basic 
principles have been explained in the preceding pages. It remains 
to be shown how those principles can be used best for the determina- 
tion of (1) the maximum flood flow expected to occur with any stated 
frequency for a given basin; (2) the minimum flow anticipated under 
a given set of conditions; and (3) the monthly, annual, or average 
long-term yield. 

Before the solution of these several problems is taken up, attention 
should be called to the fact that the first is concerned almost entirely 
with surface runoff ; in the second, ordinarily only ground-water flow 
is involved; and in the third, it is the sum of surface runoff and 
ground- water flow, without reference to the source. 

SURFACE RUNOFF 

In the determination of the maximum flood flow or any of the other 
characteristics of surface runoff, the very nature of the available data 
depends to a considerable extent upon the size of the area drained. 
We will, therefore, first consider the surface runoff from small plots, 
because small plots provide a simple basic understanding of the run- 
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off process. The methods developed for small plots may be used for 
determining the runoff from subdivisions of drainage systems when 
no runoff data are available on the larger areas. Then the surface 
runoff of small watersheds having areas varying from a few acres to 
perhaps 10 square miles will be studied. These are of the size en- 
countered in the design of culverts, storm sewers, airports, and small 
bridges. Finally, methods will be discussed for determining the char- 
acteristics of the flood hydrographs that may be exi)ected from larger 
drainage basins such as those involved in flood studies, power develop- 
ment, irrigation, and water supply. 

Runoff from Small Plots 

Overland flow occurs after the rate of precipitation exceeds the 
infiltration capacity for sufficient time to fulfill the demands of depres- 
sion storage and establish an initial quantity of surface detention. In 
order to i)roduce surface runoff it is necessary that areas in which 
surface detention and overland flow exist be connected with the stream 
by means of surface channels. It is possible, for example, to have 
surface runoff from a relatively impervious portion of the ground sur- 
face pass over a more pervious soil and be completely absorbed before 
reaching the stream. When rain falls on a ground surface over which 
surface runoff has not recently occurred, there are obstacles that 
hinder the formation of the small ephemeral channels which exist 
during fully established overland flow. It is often necessary for 
surface detention at local points to be built up to a considerable depth 
before it can by-pass or remove twigs, grass, and other litter from 
these tiny stream paths. The presence of dusty earth will in itself 
cause the formation of large globules of water held in place by surface 
tension. After this preliminary phase has been completed, surface 
runoff will be established in a definite network of rills and rivulets 
that will carry the water toward the larger drainage channels. During 
fully developed surface runoff, the storage equation may be written 
for a watershed. If a very small runoff plot is selected, fairly detailed 
information on conditions existing during surface runoff can be ob- 
tained. Tests on small plots are usually made with rain simulators. 
(See page 111.) An analysis of rainfall and runoff is first made to 
determine the shape of the infiltration capacity curve and the relation 
between surface detention and rate of runoff. Second, the information 
gained from the analysis may be used to synthesize a hydrograph of 
runoff that would occur from any other precipitation pattern. This 
second step is the important practical result that may be obtained 
from any such study. It is, for example, the operation which on a 



232 


HYDROLOGY 


larger scale is required for designing spillways, storm sewers, culveiiis, 
or other structures that must permit the safe passage of storm 
water. 

An example of such an analysis and synthesis will be presented here 
to illustrate the procedure. The experiment selected for presentation 
was conducted by the U. S. Department of Agriculture Soil Conserva- 
tion Service.^ Figure 92a shows the hydrograph resulting from a 
60-min application of rain at the uniform rate of 3.333 in. per hr to 
a 6 by 24 ft plot. This test is listed as run 90, site 18. The plot has a 
slope in its long dimension of 3.32 per cent. The soil is Mohave 
sandy clay loam, which supported a sparse weed cover at the time of 
the test. 

The storage equation may be written for any time increment of Lt 
hours during this rain as follows, neglecting evaporation: 

Di + Pa — qa M — ^ - = Z)2 (1) 

In this equation the subscripts 1 and 2 represent the beginning and 
end, respectively, of a time interval. D is the average depth of surface 
detention in inches on the plot; Pa is the average rate of precipitation 
during an interval, in inches per hour; qa is the average rate of surface 
runoff from plot during an interval, in inches per hour; / is the infiltra- 
tion capacity at any time, i, in inches per hour. 

When precipitation ends, the surface detention or storage existing 
on the plot is disposed of partly as residual surface runoff and partly 
as residual infiltration. The portion of surface detention that becomes 
residual runoff may be evaluated from the recession side of the hydro- 
graph as follows: Starting at the end of the runoff and working back- 
ward in small time increments, we may determine the volume of 
residual runoff, Qr, in inches for each increment as shown in Table 15, 
columns 1 to 6. Values of Qr were then plotted against rate of runoff, 
q, as shown in Fig. 926. From this curve the volume of residual 
runoff corresponding to any rate of runoff during the recession side of 
this hydrograph can be determined. The relation of q to Q,. is pre- 
cisely true only for the particular value of minimum infiltration 
capacity, /c, for which it was derived. It must be recognized that, 
since the total surface detention is disposed of by the combination of 
overland flow and infiltration, their periods must end simultaneously. 
A variation in fc may have a noticeable effect on the time required 
for the storage to be dissipated. The condition is comparable to a 

1 E. L. Beutner, R. R. Gaebe, and R. E. Horton, “Sprinkled Plat Runoff and 
Infiltration Experiments on Arizona Desert Soils,” SCS-TP-38, September 1940. 
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tank of water emptying through two orifices. If the size of one 
orifice is increased, the total time required for a given quantity of 
water to discharge will be decreased, and the relation between storage 
and discharge will change for each orifice. In most cases jc is rela- 
tively small compared with q, so that the effect of a change in fc is not 
of great importance. 

The portion of the surface detention that becomes residual infiltra- 
tion may be taken (see page 115) as %fctn and the total volume of 
surface detention existing at the end of precipitation is therefore 
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D — Qr YsfcU* The value of D at the end of surface runoff in 
Fig. 92 is then 

. 0.68X2.57 

0.0435 + = 0.0435 + 0.0097 = 0.0532 in. 

o X oO 

In order to determine the relationship between I) and q for the reces- 
sion side of the hydrograph, a residual infiltration curve, fry was 
sketched on Fig. 92a from a value of 0.68 at a time of 60 min to zero 
at a time of 62.57 min. This curve was sketched by trial so that the 
area beneath it is Ysfrir- Increments of residual infiltration may then 
be determined in the same manner as for residual runoff as shown in 
Table 15, columns 7 to 9. These increments arc then added to corre- 
sponding increments of Q,- to give increments D, which when added 
cumulatively give the values of D shown in columns 10 and 11. 
Values of D are plotted against q in Fig. 925. The relationship repre- 
sented by these points will he required in the process of synthesizing a 
hydrograph and will be discussed in more detail later. 

The relations of Q, to qy and of D to g, derived from the recession 
side of the hydrograph, must now be assumed to apply to the rising 
side as well, in order to derive the infiltration capacity curve. The 
same assumption must be made again later in synthesizing a hydro- 
graph. There is little doubt that these relations for the rising side of 
the hydrograph are somewhat different from the ones derived from the 
falling side. There is some question of the magnitude of this difference. 
Tests made by Izzard and Augustine^ show reasonably close agreement 
of the relation between D and q for the two legs of the hydrograph. 
Actually, this difference may be unimportant in the final result, since 
the curve determined on the basis of this assumption is also used in 
synthesizing a hydrograph from rainfall. 

On the basis of the assumption that = Qri + equation 1 

may now be written in the following form: 

Qrl + Hfltr + PaM- Qa M - Hfl M - M = ^2 (2) 

The equation above may be solved for values of Ji by starting at the 
end of precipitation and working backward through successive time 
intervals. It must be assumed that at the end of precipitation the 
infiltration capacity has become practically constant, so that /2 for 
the first interval (from t ^ SO min to f = 60 min) is equal to P 2 — Q 2 - 
It is also assumed that at any time the value of tr may be determined 

2 C. F. Izzard and M. T. Augustine, “Preliminary Report on Analysis of Runoff 
Resulting from Simulated Rainfall on a Paved Plot,” Trans. Am. Geophys. Union, 
1943, Part II, p. 600. 
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from the recession side of the hydrograph and the value of Qr from 
Fig. 92b. To facilitate the solution, the equation may be rearranged 
as follows: 

/ _ -^2 + 7a A< + ^/2 A/ — Qrl ~ Pa At . 

~ Vstrl -y2At ^ ^ 

In this form all the quantities in the right member are known, and the 
value of /i may be determined. This fact is illustrated by an applica- 
tion to the hydrograph shown in Fig. 92a. 

The solution is summarized in Table 16, columns 1 to 12. Arbitrary 
time intervals are selected and indicated in column 2. Care should 
be used to insure that values of t/2 and y^tr are of entirely different 
magnitude, to avoid extremely small and sensitive denominators. 
Values of q and corresponding values of Qr and U are determined from 
Figs. 92a and 92fa. The value of /2 for the first time interval is 0.68 in. 
per hr, and the corresponding value of Do is 0.053 in., as shown in 
Table 15, column 11. The solution then becomes 


__ 0.053 + L325 + 0.170 - 0.044 - 1.665 
” (0.857/60) - (15/60) 

and Di is then computed as follows: 


-0.161 

-0.236 


0.68 in./hr 


Di = Qrl + Hfitri = 0.044 + 0.010 = 0.054 in. 

The values of / so determined are shown in column 10 of Table 16 
and are plotted in Fig. 92a. 

If it is assumed that residual infiltration is unimportant and may 
be neglected, then D 2 = Qrz, Di = Qri, and equation 2 becomes 

Qrl + Pa M — qa M — fa M = Qr2 (4) 


where /« = (/i +/2)/2. Equation 4 may be rearranged as follows 
to permit the determination of fa for successive time intervals. 


/a = 


Qrl — Qr2 + PaM — Qg At 
At 


(5) 


Equation 5 is obviously easier to use than equation 3. It is the one 
suggested by Horton^ and used by the Soil Conservation Service in 
Technical Paper 38. The simplifying assumptions made in connection 
with equations 4 and 5 influence the values of fa so obtained only 
where / is changing rapidly. Even then the difference in the results 
is small, and the additional work involved when using equation 3 
may not be justified. Values of fa for the time increments used in the 

3 R. E. Horton,” Analysis of Runoff Plot Experiments with Varying Infiltration 
Capacity,” Trans, Am, Geophys. Union, 1939, Part IV, p. 693. 
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previous numerical example have been computed by means of equa- 
tion 5. These values are shown in Table 16, column 13, and are 
plotted in Fig. 92a. Also shown in Fig. 92a are values of /„ obtained 
by means of equation 5 when 1-min intervals are used during the first 
30 min. 

In order to extend the / curve to time ^ = 0, and thus determine the 
initial value of infiltration capacity, /o, it is necessary to include initial 
detention in the storage equation for the time interval extending from 
beginning of precipitation to the beginning of surface runoff. The 
problem is further complicated by the fact that, although the values of 
/ probably will continue to rise as a continuous curve, if this curve 
rises above the precipitation curve, it becomes discontinuous as far as 
application of the storage equation is concerned. Specifically, the 
sum of the end values of / divided by two would no longer approximate 
the average value of infiltration rate for the interval. One method 
of overcoming this difficulty would be to determine an equation for 
the known portion of the curve and then extend this curve to a time 
of zero. Horton® found that the points agree very closely with an 
equation of the form 

/ = /c+ {fo-fr)e-^^ (6) 

in which fc is a constant and t is the time from tlie beginning of pre- 
cipitation, in hours. 

By choosing any two sets of values of / and t from the / curve and 
placing them in the equation above, two equations with two unknowns, 
namely /o and fc, are obtained. The equations may then be solved by 
successive approximations. The numerical values obtained in this 
manner depend a great deal on what particular sets of values are taken 
from the / curve. For example, in Fig. 92a, for / = 1.44, t == 2.42 min, 
and / = 0.77, f = 15 min, the value of k is 10.2 and the value of /o is 
1.85 in. per hr; whereas, for / == 1.44, t = 2.42 min, and / = 0.98, 
t ^ 5 min, fc *= 21.6 and /o = 2.51 in. per hr. 

Another method of solving for the constants in this equation, which 
leads to more definite results, is suggested when the equation is 
rearranged as follows: 

/-"/c= Uo-fc)e-^^ 

and written in logarithmic form. 


log (/ - fc) = log (/o - fr) - kt log e 


and solving for 

- 1 
^ k log e 


1 

k log e 


log (/o - fc) - 


log (/ - fc) 


(7) 
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It may be seen that in this form the equation is that of a straight 
line in which t and log (/ — jc) are the variables. The slope of the 
line is —l/Zc log e. Therefore, if an equation of this type correctly 
represents the form of the / curve, a straight line should be obtained 
when values of log (/ — /(.) are plotted against t. The values derived 
for the example under discussion have been plotted in this manner in 
Fig. 93. A straight line is shown that represents the general trend 
of the values. The slope of this line is —0.212; therefore, — 1/fc 

log e 0.212, and fc = 10.85. When f = 0, / is equal to /o* The 

value of (/ — /r) at ^ = 0 is 1.20 and therefore /o = 120 -f 0.68 = 1.88 
in. per hr. The solid line plotted through the / values in Fig. 92a is 
based on these values of fc and /q. If all but the very highest values 
of / are ignored, a much larger value of /o is obtained. For example, 
the values of /o and fc derived in Soil Conservation Service Technical 
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Paper 38,* for this hydrograph are 5.49 and 29.2 respectively. The 
curve determined by these values is shown by the dashed line on 
Fig. 93. 

When a value of /o is decided upon, the value of initial detention, 
Di, may be computed. In this example, if /o is taken as 1.88 in. per hr, 
the value of Dt is 

Ip. - /.)!. - ( 3.33 - ^ . 0.067 in. 

Although the value of /o and, therefore, the value of Di are subject to 
some uncertainty owing to the personal judgment involved in plotting 
the line on Fig. 93, the error introduced in utilizing these values to 
predict runoff from another rain is small because, when /o is large, 
Di is correspondingly small, and vice versa, so that the sum of initial 
infiltration and initial detention remains about the same. 

The Relation between Surface Detention and Discharge* There 
has been determined from the recession side of the hydrograph a series 
of corresponding values of q and D as shown in Table 15 and plotted 
in Fig. 92b. Such a relationship may usually be represented by an 
equation having the form 

q = XD- (8) 

When plotted logarithmically, an equation of this type is represented 
by a straight line having the slope m. 

The value of m in equation 8 depends upon whether flow is laminar 
or turbulent. For laminar flow it may be shown both theoretically 
and experimentally that the value of m is 3. For turbulent flow experi- 
mental evidence indicates that m is approximately %. Typical 
experimental results obtained for uniform steady flow on smooth 
concrete® are plotted in Fig. 94a. Lines having slopes of 3 and % 
respectively are drawn on the figure to illustrate that the plotted points 
fall very nearly along these slopes. In the transition zone it may be 
noted that the slope reduces rapidly from 3 to less than 1 and then 
increases gradually to %. Instead of steady uniform flow, runoff from 
rainfall is unsteady, nonuniform, and spatially variable. Furthermore, 
the velocity distribution is likely to differ from normal flow because 
of the incoming raindrops and outgoing infiltration. Consequently one 

*F. L. Beutner, R. R. Gaebe, and R. E. Horton, “Sprinkled Plat Runoff and 
Infiltration Experiments on Arizona Desert Soils.’’ 

® “Studies of River Bed Materials and their Movement, with Special Refer- 
ence to the Lower Mississippi River,” Paper 17, U. S. Waterways Expt. Sta., 
Vicksburg, Miss., January 1935. 
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(a) 



(b) 


Fig. 94. 
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cannot safely conclude that runoff from rainfall will have exactly 
the same characteristics exhibited by the data plotted in Fig. 94a. 
However, experimental results obtained by Izzard® for runoff resulting 
from the application of artificial rainfall on paved and turfed surfaces 
show that m is 3 for the laminar range. Until additional experimental 
evidence is secured, it can only be assumed that flow in the transition 
and turbulent ranges will also be similar to that shown in Fig. 94a. 
It must be recognized that the Reynolds number for turfed plots, 
based on the average depth and velocity, is quite likely not comparable 
with a Reynolds number similarly determined for pavements. This 
is because the average depth and velocity may occur over only a small 
percentage of a turfed runoff area. The major portion of the area 
is likely to have depths and velocities less than the average, whereas 
the bulk of the runoff occurs in small rivulets having a depth and 
velocity greater than the average. 

The value of K in equation 8 varies with the surface roughness, the 
Reynolds number, the slope of the plot, and the units of D and q. 
Its value may be readily determined from a set of experimental data, 
either analytically or by extending the straight line in a logarithmic 
plotting to D = 1. It has been suggested that K might be determined 
from the Manning formula.'’” The Manning formula arranged for 
flow in thin sheets is shown in equation 9, Q, being discharge in cubic 
feet per second per foot of width. 

Q, = (9) 

n 

When the value of vn in equation 8 is %, equations 8 and 9 are com- 
parable, and K is seen to be equal to 1.486S^^/n. It may be assumed 
that the slope of the energy gradient, S, is nearly equal to the slope of 
the ground surface. Values of K so obtained may be expected to give 
fairly adequate results for turbulent flow but could not be used for 
laminar flow or for flow in the transition range. For laminar flow, 
the exponent of S is 1 instead of % and n is no longer a function of 
the roughness but of Reynolds number. The values of K and m 

®C. F. Izzard, ^The Surface-Profile of Overland Flow/’ Trans. Am. Geophys. 
Union, 1944, Part VI, p. 969. 

^ R. E. Horton, ^‘Hydrologic Interrelations of Water and Soils,” Soil Science 
Soc, of Am. Proc., 1937, vol. 1, p. 401. 

®R. E. Horton, “The Interpretation and Application of Runoff Plot Experi- 
ments with Reference to SoiJ Erosion Problems,” Soil Science Soc. of Am. Prnc., 
1938, vol. 3, p. 340. 
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for the test plot used in the preceding illustrative example are found 
from a plotting of values of q and D, from Table 15, in Fig. 946 to be 
15.9 and 0.637 respectively. The fact that m has the value 0.637 shows 
that discharge is in the transition range between laminar and turbulent 
flow. 

Synthesis of a Hydrograph. Having discussed the derivation of 
the / curve and the relation between q and D from measured rates of 
precipitation and runoff, we next consider methods of utilizing this 
information to predict runoff hydrographs from other rainfalls occur- 
ring on this or similar plots. This prediction is made by means of a 
numerical example in which it is assumed that the precipitation rates 
shown in Fig. 95 are applied to the plot used in the preceding numerical 
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Fig. 95. 


work. The previously derived / curve is shown superimposed upon 
the rainfall graph in Fig. 95. Values of rainfall excess, p,., at any 
time may be obtained by subtracting ordinates of the / curve from 
corresponding values of p. Similarly, the average value of rainfall 
excess, peof may be obtained for any time interval. This computation 
has been made for selected time intervals and values recorded in 
columns 1 to 5 of Table 17. In column 6 increments of supply have 
been determined. The increments have been added cumulatively in 
column 7 to determine the time at which initial detention, Di, is filled. 
The initial detention for this plot was found to be 0.067 in. (page 240). 
A plotting of the values given in column 7 (see Fig. 95) shows that this 
quantity will be accumulated at i = 5.8 min, which will be the time at 
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which runoff begins. The storage equation, in a form suitable for this 
procedure, is given as equation 10. 

Z)i + M - = D2 (10) 

If this equation is applied to a time increment for which the values 
of Di and qi are known, q 2 and D 2 are the only unknown terms. The 
additional equation that permits the determination of these two quan- 
tities is equation 8, with the derived constants included as shown in 
equation 11. 

q = 15.9Z)0-637 ( 11 ) 

Values of q 2 and D 2 may now be determined by the simultaneous 
solution of equations 10 and 11. Consider, for example, the interval 
from < = 5.8 to ^ = 6. Into equation 10 may be inserted Di = 0, 
qi = 0, M/2 = 0.0017 hr, and pea M = 0.006 in. Then 

0.006 - 0.0017^2 = D 2 

By trial it is found that the above equations and equation 11 are 
satisfied when q 2 = 0.55 in. per hr. However, this procedure involves 
successive approximations, and time can be saved by adopting a graph- 
ical method of solution. For this purpose equation 10 may be written 
in the following form: 

( 12 ) 


Equation 11 is then plotted in Fig. 95 together with the auxil- 
iary curves, 1 and 2, curve 1 being the relation between q and 

q M\ 


( q M\ / q At\ 

D —] and curve 2 the relation between q and ( /> H — —j 

Curves 1 and 2 were prepared for a time interval, M, of 2 min. The 
/ q2 

value of ( Z >2 H in equation 12 may be obtained graphically 


by adding the value of pea M for any interval to the abscissa of curve 1, 
corresponding to qi. The value of q 2 may then be obtained by going 
in a vertical direction to curve 2. For example, consider the interval 
from < = 6 to < = 8. At i = 6 the value of q was found to be 
0.55 in. per hr. The value of pea M is found from column 6, Table 17, 
to be 0.066 in. If this value is added to the abscissa of curve 1 
(—0.004 in.), the value of q 2 is found from curve 2 to be 1.78 in. per hr. 
Other values obtained in the same manner are recorded in Table 17, 
column 8, and plotted in Fig. 95. 
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TABLE 17 


1 

2 

3 

4 

5 

6 

7 

8 


Precip- 

Inf. 

Precip. Exc. 




Run- 

Time 

itation 

Cap. 

(p - /) = 



s 

off 

«), 

(p), 

(/), 

(p^), 

Vea, 

Pea-M, 

Pea-M, 

(9), 

min 

in./hr 

in./hr 

in. /hr 

in./hr 

in. 

in. 

in./hr 

0 

2.00 

1.88 

0.12 

0.21 

0.003 



1 

2.00 

1.70 

0.30 

0.39 

0.007 

0.003 


2 

2.00 

1.52 

0.48 

0.545 

0.009 

0.010 


3 

2.00 

1.39 

0.61 

0.675 

0.011 

0.019 


4 

2.00 

1.26 

0.74 

0.785 

0.013 

0.030 


5 

2.00 

1.17 

0.83 



0.043 



3.00 


1.83 

1.87 

0.031 



6 

3.00 

1.09 

1.91 

1.98 

0.066 

0.074 

0.55 

8 

3.00 

0.95 

2.05 

2.085 

0.069 


1.78 

10 

3.00 

0.88 

2.12 

2.15 

0.072 


1.99 

12 

3.00 

0.82 

2.18 

2.20 

0.073 


2.11 

14 

3.00 

0.78 

2.22 

1.235 

0.041 


2.16 

16 

1.00 

0.75 

0.25 

0.26 

0.009 


1.47 

18 

1.00 

0.73 

0.27 

0.28 

0.009 


0.35 

20 

1.00 

0.71 

0.29 




0.26 
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Other Methods of Determining Runoff from Small Plots* A 

method of developing an equation for the rising side of the hydrograph 
has been suggested by Horton. This method involves writing equa- 
tion 10 in the following differential form: 

Pedt -- qdt = dD (13) 

If equation 13 is solved for dt and the value of q from equation 8 is 
introduced, the following expression is obtained : 



dD 

- KD^ 


(14) 


By assuming Pe to be constant, equation 14 may be readily integrated 
for selected whole number values of m, although the form of the result- 
ing equations would be mathematically incorrect because pe should 
be included as a function of time. For the particular case of m = 2, 
the resulting equation is 

q = Pe tanh^ %y/Kpe t (15) 


For values of m of 1 and 3, an equation of a different form is obtained, 
whereas for other exponents of D the difficulties of integration, even 
assuming pe to be constant, preclude the development of an equation 
similar to equation 15. Horton suggested that it might be possible 
to find an equation similar to equation 15 which could be expected 
to give good results for all values of m. Until that equation is found, 
it is believed that a direct approach to the problem, such as that given 
on the preceding pages, must be used.^^ 

A basic analytical approach to the problem of surface runoff from a 
plane surface has been made by Keulegan.’^ Methods of designing 
urban and airport drainage facilities have been presented by Horner 
and Jens.^-^’^* Many other noteworthy publications are brought to 
the reader^s attention by references given in the articles cited in this 

®R. E. Horton, '^Hydrologic Interrelations of Water and Soils/’ Soil Science 
Soc, of Am. Proc.f 1937, vol. 1, p. 401. 

^®R. E. Horton, “The Interpretation and Application of Runoff Plot Experi- 
ments with Reference to Soil Erosion Problems.” Soil Science Soc. of Am. Proc., 
1938, vol. 3, p. 340. 

For a more detailed discussion of equation 15 see S. W. Jens, “Drainage of 
Airport Surfaces — Some Basic Design Considerations,” discussion by E. F. Brater 
in Trans. A.S.C.E., 113, 785, 1948. 

12 G. H. Keulegan, “Spatially Variable Discharge over a Sloping Plane,” Trans. 
Am. Geophys. Union, 1944, Part VI, p. 956. 

12 W. W. Homer and S. W. Jens, “Surface Runoff Determination from Rain- 
fall without Using Coefficients,” Trans. A.S.C.E., 1942, vol. 107, p. 1039. 

i^S. W. Jens, “Drainage of Airport Surfaces — Some Basic Design Considera- 
tions,” Trans. A.S.C.E., 113, 785, 1948. 
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chapter. No discussion of this subject should omit reference to the 
publication by Horton of his Surface Runoff Phenomena^' 

The Unit Hydrograph 

In 1932 LeRoy K. Sherman presented his now almost universally 
accepted theory of the unit hydrograph.^** This new concept of surface 
runoff is one of the most important contributions ever made to 
the science of hydrology. Along with Bernard’s distribution graph/” 
it provides a most useful tool for the determination of the hydrograph 
of surface runoff that results from any given amount of rainfall excess. 

The following principles constitute the unit hydrograph theory: 

1. A unit hydrograph is a hydrograph of surface runoff resulting 
from a relatively short, intense rain, called a unit stonn. 

2. A unit storm is defined as a rain of such duration that the period 
of surface runoff is not appreciably less for any rain of shorter dura- 
tion. Its duration is equal to or less than the period of rise of a unit 
hydrograph, that is, the time from the beginning of surface runoff to 
the peak. For all unit storms, regardless of their intensity, the period 
of surface runoff is approximately the same. 

3. A distribution graph is a graph having the same time scale as a 
unit hydrograph and ordinates, which are the per cent of the total sur- 
face runoff that occurred during successive, arbitrarily chosen, uniform 
time increments. Alternative and interchangeable units for the ordi- 
nates are cubic feet per second per square mile per inch of surface 
runoff. The most important concept involved in the unit hydrograph 
theory is that all unit storms, regardless of their magnitudes, produce 
nearly identical distribution graphs. Thus, once a distribution graph 
is derived for a drainage basin, it serves as a means of converting any 
expected volume of surface runoff into a hydrograph of river dis- 
charge. 

Although it can be easily proved theoretically that the foregoing 
relationships cannot possibly hold true rigidly, the error is so trivial 
that from a practical viewpoint they may be considered as being 
correct. 

The authors have found that the duration of a unit storm must not 
exceed the period of rise. This is substantially in agreement with 

R. E. Horton, Surface Runoff Phenomena, Pari I — Analysis of the Hydro- 
graph, Publication 101, Horton Hydrological Lab., Voorhpps^'ilIp. N. Y., February’ 
1935. 

^‘*L. K. Sherman, “Streamflow from Rainfall by Unit-Graph Method.” 

News Rec., 1932, p. 501. 

Merrill M. Bernard, “An Approach to Dett'rminate Stream Flow,” Trans. 
A.S.C.E., vol. 100, 1935, p. 347. 
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Sherman’s statement to the effect that the duration must be less than 
the time of concentration. The time of concentration is probably only 
a little longer than the period of rise. The authors believe that the 
period of rise is more easily defined and determined than the time of 
concentration. For large watersheds, the duration pf a unit storm may 
be less than the period of rise, possibly no more than half as long. 

It must be emphasized that there is no relation between the duration 
of rainfall excess that produces a unit hydrograph and the time inter- 
vals into which the unit hydrograph is divided for the purpose of 
obtaining a distribution graph. The selection of the magnitude of these 
intervals depends entirely upon how accurate a reproduction of the 
hydrograph is desired and upon the time available for the work. 

Small Watersheds 

The term “small watersheds” is here used to designate drainage 
basins varying in area from a few acres to approximately 10 square 
miles. Most of the watersheds for which culverts and storm sewers are 
designed fall within this category. The subject is treated by first 
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determining unit hydrographs and infiltration-capacity curves for 
several watersheds, followed by a demonstration of the usefulness of 
these tools in predicting runoff from rainfall. Although originally 
devised for use on large watersheds for which “unit storms^^ could be 
determined from daily rainfall records, the principle is applicable to 
small drainage basins as well.^’*»*‘* Some data will also be pre- 
sented for the purpose of permitting the reader to evaluate the relia- 
bility of the unit-hydrograph principle when applied to small water- 
sheds. 

Unit hydrographs are determined for any basin by examining the 
flood hydrographs of record on the basin, together with the intensity 
graphs of the rains which produced the floods. All single-peaked hy- 
drographs produced by short, intense rains are selected, and distribu- 
tion graphs are derived. Similar analyses applied to floods produced 
by rains of longer duration reveal the maximum rainfall duration 
which still produce consistent distribution graphs. Five unit hydro- 
graphs and the corresponding rain-intensity graphs for a drainage 
basin having an area of 76.5 acres are shown in Fig. 

The first step in deriving distribution graphs from unit hydrographs 
is to separate surface runoff from ground-water discharge. It has 
been shown that the line making this separation may rise or fall 
during a flood rise, depending on the amount of ground-water accretion 
(page 26). The behavior of the ground-water inflow to a stream dur- 
ing stream rises and methods of establishing the line of separation were 
discussed in Chapter 2, page 28. Usually there is no difficulty in select- 
ing the point of the beginning of surface runoff, because of the abrupt 
fashion in which hydrographs rise. The end of surface runoff may 
also be indicated by a break in the slope of the recession curve. If 
not, one of the methods previously suggested may be used, or the 
point may be arbitrarily selected on the basis of judgment. 

Although the actual length of the base of the surface-runoff hydro- 
graph may be changed considerably by various reasonable selections 
of the end point, the more important properties of the hydrograph, 
namely, the total volume of surface runoff and the magnitude of the 
larger ordinates, vary little. It becomes evident during the following 

18 w. Horner and F. L. Flynt, “Relation between Rainfall and, Run-off 
from Small Urban Areas,” Trans. A.S.C.E., 1936, vol. 101, p. 140. 

E. F. Brater, “The Unit Hydrograph Principle Applied to Small Watersheds,” 
Trans. A.S.C.E., 1940, vol. 106, p. 1154. 

2® Data for these graphs were obtained from “Hydraulic Data,” Hydrologic 
Bulls. 1 and 2, North Appalachian Experimental Watershed, Coshocton, Ohio, 
Soil Conservation Service, U. S. Department of Agriculture. 
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discussion that the actual method of selecting a base line separating 
surface runoff from ground- water flow is not as important as being 
consistent in its use, that is, using the same method in the synthesis 
of a hydrograpli as was used in the analysis of the data. It is some- 
times desirable to separate two overlapping unit hydrographs into 
single graphs as illustrated in Fig. 96d. The separating line is deter- 
mined by assuming that the recession curve of the first unit hydrograph 
would be the same as that for the second. 

Having separated base flow from surface runoff, the next step is to 
divide the surface-runoff graph into convenient time units, usually at 
least ten in number, and determine the average rate of surface runoff 
during each interval. It is well to select the largest interval that still 
gives a reasonably accurate integration of the hydrograph, in order 
to keep the number of computations at a minimum. Ten-minute in- 
tervals are used in the hydrographs shown in Fig. 96. The values are 
tabulated in Table 18, column 2. Each individual average rate could 
be converted to volume, but time is saved by converting only the sum 
of the individual averages to total volume. The percentages of the 
total discharge that appear during each time interval are obtained by 
dividing each 10-min average successively by the sum of the averages, 
and multiplying by 100. These values, shown in Table 18, column 3, 
are the ordinates of the distribution graphs. In addition to the 
average values, the peak surface runoft‘ must be recorded and the 
corresponding peak percentage determined. This is the most impor- 
tant value of all, because it is used to compute the maximum rate 
of runoff expected from another rain. Although the peak percent- 
age is an instantaneous value, it may be derived and used in the 
same manner as the percentages derived from average values of dis- 
charge. 

Sometimes the alternative units for the ordinates of distribution 
graphs, cubic feet per second per square mile per inch of surface 
runoff, are more convenient. As an illustration, both types of dis- 
tribution graph ordinates are derived for the June 10 storm. In Table 
19, the surface runoff rates, expressed as average cfs for each 10 min 
time interval, are shown in column 2, and the distribution graph per- 
centages determined as described above are shown in column 3. The 
total volume of surface runoff for this storm, expressed in inches depth 
on the drainage basin, is determined from the summation of column 
2 as follows: 


Volume 


(45.11 X 10 X 60) ft^ in. 
(76.5 X 43,560) ft2 ^ ft 


0.0975 in. on basin 


Area 
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Values in parentheses are peak values. 
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TABLE 19 


(1) 

10-Min 

Interval 

(2) 

Av. Rate 
of SRO, 
cfs 

(3) (4) 

Distribution Graph, 

cfs per sq mi 
per in. of 

per cent surface runoff 

1 

0.23 

0.5 

20 

2 

3.24 

7.2 

278 

3 

9.10 

20.1 

780 


(14.34) 

(31.8) 

(1230) 

4 

13.57 

30.1 

1160 

5 

9.25 

20.5 

790 

6 

4.32 

9.6 

370 

7 

2.47 

5.5 

210 

8 

1.39 

3.1 

120 

9 

0.77 

1.7 

66 

10 

0.46 

1.0 

39 

11 

0.23 

0.5 

20 

12 

0.08 

0.2 

7 


45.11 

100.0 



The distribution ordinates shown in column 4 are obtained by dividing 
the values in column 2 (cfs) by the surface runoff (0.0975 in.) and the 
area of the basin (0.1195 square mile). 

The fact that the two types of units of the distribution graph are 
comparable may be demonstrated by deriving one of the values in 
column 4 from the corresponding percentage in column 3. The con- 
version is made for the third time interval for which the distribution 
graph percentage is 20.1. The volume of surface runoff during this 
interval, converted to cu ft, is 


20 . 1 % 

100 



The corresponding average rate of surface runoff in cubic feet per 
second during this time interval is obtained by dividing by the number 
of seconds in a time interval (600). Dividing also by the area in 
square miles and the surface runoff in inches, we obtain the corre- 
sponding value in column 4, 
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20.1% 0.0975 in. 

100 jjto, 


X 0.1195 mile^ X 5280^ 


ft^ 

mile^ 


X 


1 


600 sec 


X : 


1 


X 


1 


0.1195 mile^ 0.0975 in. 


- 780 


ft3 


sec X mile^ X in. 


It may be noted that the area terms as well as the surface runoff terms 
disappear from the above conversion. The only remaining variables 
are the percentage (20.1 ) and the number of seconds in a time interval 
(600), which appear as a ratio. That this ratio is a constant for any 
drainage basin may be demonstrated as follows: Consider the per- 
centages derived by using some time interval Ai. If the same unit 
hydrograph is divided into twice as many time intervals having the 
magnitude Af/2, all percentages are approximately half as large, be- 
cause the same volume of surface runoff is divided into twice as many 
portions, and the peak percentage is exactly half as large, and therefore 
the values of % -r At remain the same. Thus, the conversion from one 
unit to the other is not only independent of the area of the basin and 
the size of the flood, but is also independent of the magnitude of the 
time intervals selected for the derivation of the distribution graphs. 
Also, any distribution-graph ordinate expressed in per cent is equivalent 
to one particular value expressed in cubic feet per second per square 
mile per inch. 

To complete the analysis of the hydrograph, it is necessary to de- 
termine values of infiltration capacity. The two hydrographs of Fig. 
96d provide an excellent opportunity to determine the effect of previous 
precipitation upon the infiltration capacity and will be used as an 
example to illustrate the procedure. The total surface runoff from these 
two stonns is 2.23 X ^%o = 0.37 in., and 2.20 X ^%o “ 0.37 in., re- 
spectively. The values 2.23 and 2.20 were obtained from Table 18, 
column 2, for the rain of June 28. It is now necessary to establish 
infiltration-capacity curves that cut the rain intensity graphs in such 
a manner that the shaded portion of the graphs have an area of 0.37 
in. Methods of determining /« are described in Chapter 5. In Fig. 96d 
are shown the records from three intensity gages that are applicable 
to this watershed. The / curves that satisfy the above conditions are 
shown for each precipitation record. When the / curve cuts off more 
than a single segment, the location of the curve can best be determined 
by trial. Since the three / curves differ somewhat, it is necessary to 
determine an average value. In doing so, the several curves may be 
weighted according to the Thiessen method (page 81). 

Infiltration capacities determined by the above method usually 
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differ from those obtained from small plots for several reasons. In 
the first place, observed surface runoff from small watersheds may 
include subsurface storm flow (see page 17), whereas, from small plots, 
it does not. Part of the area of every basin is impermeable because 
of pavements, buildings, rock outcrops, and so on. Furthermore, the 
portion of a drainage basin that is covered by the streams and con- 
necting lakes also acts as if it were an impervious surface. In the 
determinations above no deduction is made for such areas, whereas 
small plots are usually so chosen that they have no such areas. Also 
in the foregoing method no consideration is given to the fact that infil- 
tration continues on an ever-decreasing area after the period of excess 
rainfall ends. On small plots this subsequent period of infiltration is 
negligible. Furthermore, because of the variation in rainfall intensity 
and distribution and because of the usually great distances between 
gages, the correct average rainfall pattern cannot ordinarily be deter- 
mined for a large basin. The variation of the three intensity graphs 
shown in Fig. 96d is not at all unusual. In more mountainous regions, 
greater variations than this are common. Obviously this factor can 
cause computed values of / to be either too high or too low. 

The Variation In Distribution Graphs for a Watershed. In the 
following pages it is suggested that distribution graphs of the type 
derived in the previous example be used to predict runoff, not only 
from the basin for which they were derived, but also for other water- 
sheds having similar physical characteristics. It has been stated 
previously that from a purely theoretical viewpoint the principle of 
the unit hydrograph cannot be strictly true. To use with confidence 
a procedure of this type it is desirable to determine the degree of 
accuracy expected from its application. An indication of this accuracy 
may be observed from the variations between distribution graphs 
obtained from any particular watershed. The data for the five dis- 
tribution graphs presented in Table 18, column 3, are typical. These 
graphs are shown superimposed on each other in Fig. 97. The values 
of peak percentage provide the most sensitive basis of comparison. 
The ratio of the largest peak percentage to the smallest is 1.34, as 
compared with a corresponding ratio of maximum to minimum peak 
discharge of 16. It may be noted from Fig. 96 that the duration of 
rainfall excess varies from 32 to 8 min. 

Various characteristics of nine distribution graphs determined for 
Watershed 97, which has an area of 4581 acres, are shown in 
Table 20 (pages 258 and 259). Rain intensity and infiltration 

21 Data for these graphs were obtained from Hydrologic Data, Hydrologic 
Bulls. 1 and 2, U. S. Department of Agriculture Soil Conservation Service, North 
Appalachian Experimental Watershed, Coshocton, Ohio. 
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capacity values are determined from averages of three to five record- 
ing gages. In order to give an indication of the variation within each 
column, the ratio of the largest value to the smallest is given at 
the bottom of many of the columns. It may be noted that the 
smallest variations occur for the values of peak percentage and period 
of rise. These ratios are 1.4 and 1.75 respectively, whereas the ratio 
of largest to smallest values of total precipitation, total surface runoff, 
and peak rate of surface runoff are 2.8, 19.1, and 18.3 respectively. 
Attention may also be called to the duration of effective precipitation 
shown in column 10. The largest is 92 min and the smallest 13 min, 
with a ratio of 7. Some indication of the timing and distribution of 
the rainfall for each of the nine storms is given by data in columns 11 
and 12. It is believed that the variations in distribution graphs 
resulting from unit storms on any particular watershed are mainly 
the result of rainfall distribution and timing. Especially in long 
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narrow watersheds, rains moving up the valley produce much lower 
peaks than rains moving down the valley. This is strikingly illustrated 
by two points plotted in Fig. 98a (see note on Fig. 98a). 

In each of the two groups of distribution graphs presented, the 
maximum variation of the peak percentage from the average for the 
group is approximately 20 per cent. Similar variations are noted on 
many other streams. In predicting maximum flood flow for design 
purposes, the effect of this variation is eliminated to some extent by 
choosing the higher peaked unit hydrographs in making the estimate. 

Comparison of Distribution Graphs from Similar Watersheds. 
Average values of the various properties of the distribution graphs 
from eight watersheds having areas varying from 74.2 acres to 4581 
acres are shown in Table 21. These watersheds are located adjacent 
to each other on the North Appalachian Experimental Watershed, and 
consequently they are of a similar type. It may be noted from column 
7, that when peak percentages are based on an interval equal to one 
tenth of the base length, they are nearly of the same magnitude. On 
the other hand, values in column 5 show that when peak percentages 
are based on a uniform time interval, 10 min in this example, they vary 
inversely with the area. These values of peak percentage are plotted 
against area in Fig. 98a, in which their trend is represented by the 
solid straight line. Similar values for five other groups of watersheds 
are also shown in Fig. 98a. All the groups exhibit a similar trend. 
Although size is by no means the only characteristic of a watershed 
that influences the shape of the unit hydrograph, Fig. 98a indicates 
that it is one of the principal ones. It is expected that as more experi- 
mental data become available, it will be possible to evaluate the effect 
of shape, stream density, slope, and other factors in a similar manner. 
Curves of the type shown in Fig. 98a serve as a basis for the determina- 
tion of peak runoff from small watersheds by methods to be discussed 
presently. 

Critical Rainfall Duration. In order to predict runoff from any 
watershed, it is first necessary to determine the expected maximum 
precipitation. However, since both magnitude and intensity of precipi- 
tation vary with the duration, it is necessary to estimate the critical 
rainfall period for each basin. The data shown in Table 20, as well 
as other similar studies on small watersheds, indicate that a volume of 
rainfall excess may be converted to runoff by means of a single appli- 
cation of the distribution graph, if its duration is no longer than the 
period of rise. The graph resulting from a longer rain must be derived 
by successive applications of the distribution graph to unit durations of 
rainfall excess (see page 270). However, because rains of a given 
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TABLE 20 




1 

2 

3 

4 

5 

6 

7 

8 

Date 

Predp- 

itation, 

in. 

Surface 

Runoff, 

in. 

Maximum 
Rate of 
Surface 
Runoff, 
in. /hr 

Peak 

Percentage 

of 

Distribution 

Graph 

Period 

of 

Rise, 

min 

Average 

Infiltra- 

tion 

Capacity, 
in. /hr 

Per Cent of 
Precipitation 
Appearing 
as Surface 
Runoff 

July 8, 1939 

0.80 

0.080 

0.039 

23.0 

90 

1.45 

10.0 

July 8, 1939 

0.60 

0.172 

0.079 

20.8 

110 

1.54 

28.7 

May 6, 1940 

0.50 

0.025 

0.009 

18.25 

90 

2.00 

5.0 

June 10, 1940 

1.065 

0.168 

0.061 

18.2 

100 

2.40 

15.8 

June 11, 1940 

0.67 

0.214 

0.088 

20.5 

100 

0.96 

31.9 

June 18, 1940 

1.05 

0.268 

0,112 

20.9 

no 

2.00 

25.5 

June 23, 1940 

0.87 

0.066 

0.024 

17.95 

95 

1.95 

7.6 

June 28, 1940 

1.39 

0.476 

0.165 

17.35 

140 

0.93 

34.2 

Aug. 28, 1940 

1.40 

0.181 

0.088 

24.3 

80 

1.53 

12.9 

Ratio of 
Maximum to 
Minimum 

2.8 

19.1 

18.3 

1.4 

1.75 

2.6 

6.8 


frequency decrease in intensity with duration, the intensity may be- 
come equal to or less than the infiltration capacity. This aituation 
may even occur for durations less than the period of rise. As a result, 
it is usually found that very little additional contribution to surface 
runoff occuwi when thetduration is extended beyond the period of rise. 
In fact, often most of the surface runoff is caused by the most intense 



RUNOFF 


259 


TABLE 20 (Continued) 


9 

10 

11 

12 

13 

14 

15 

16 

Duration of PreciDitaiion 









Distribution 

Time 

Time 

Time from 

Time from 

Average 

Average 

Time of 

of Precipitation 

of 

of 

Beginning 

End of 

Duration 

Duration Beginning 

Approximate 

Begin- 

Peak 

of Effective 

Effective 

of Total 

of Effective and End of 

Percentage of 

ning of 

of 

Precipita- 

Precipita- 

Precipita- 

Precipita- Effective Pre- 

Average 

Surface 

Hydro- 

tion to Peak, 

tion to 

tion, min 

tion, min cipitation* 

Precipitation* 

Runoff 

graph 

min 

Peak, min 



[7:30-7:39 

50 





36 

9-24t 1 

7:40-7:50 

160 

7:40 

9:10 

97 

82 



[7:30-7:54 

120 







12:20-12:30 

100 





35-120t 

»-36t 

12:45-12:54 

135 

12:50 

2:40 

130 

102 



12:24-1:00 

80 







f None 

35 





50 

19 I 

6:33-^:53 

100 

6:35 

8:05 

94 

75 



16:34-^:52 

175 







1:10-1:34 

81 





99-31 It 

18 

1:06-1:22 

100 

1:20 

3.-00 

110 

92 



.1:06-1:32 

118 







1:14-1:28 

78 





77 

13 

1:05-1:20 

112 

1:15 

2:55 

100 

87 



ll:17-l:26 

100 







(3:35-3:45 

87 





76 

14 

3:33-3:42 

109 

4:00 

5:50 

131 

117 



13:43-3:58 

95 







(8:14-8:35 

92 





99 

15 

1 8:20-8:35 

103 

8:40 

10:15 

117 

102 



18:18-8:32 

100 







(7:40-9:08 

72 





158 

92 

7:39-9:15 

111 

7:50 

10:10 

150 

58 



17:40-9:16 

125 






f 

10:05-10:16 

72 





147-421t 

17 

9:53-10:14 

100 

10:00 

11:20 

83 

68 


1 

9:57-10:11 

111 





3.2 

7.0 





1.8 

2.8 


* The upper value was taken from a typical station near the upper end of the basi n, the next two from 
the central and lower portions, respectively. 

t In some cases the variation was so great that the range of values rather than the average is given. 

portion of the rain, which has a duration considerably less than the 
period of rise. Therefore, for the sake of simplicity and at little sacri- 
fice in accuracy, it is assumed that for small watersheds, the critical 
rainfall period may be taken equal to the period of rise. 
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TABLE 21 


1 

2 

3 

4 

5 

6 

7 

8 





Peak 

Peak Ex- 

Peak Percent- 

Ratio of 

Water- 


Period 

Length 

Percent- 

pressed 

age based 

Length of 

shed 


of 

of 

age Based 

in 

on Intervals 

Base to 

Num- 

Area, 

Rise, 

Base, 

on 10-min 

cfs/sq 

Equal to 

Period of 

ber 

acres 

min 

min 

Intervals 

mi/in.* 

0.1 of Base 

Rise 

183 

74.2 

27 

95 

32.7 

1270 

31.0 

3.5 

177 

75.6 

25 

124 

30.8 

1195 

38.2 

5.0 

10 

122 

27 

130 

25.1 

974 

33.4 

3.7 

196 

303 

32 

200 

18.4 

715 

36.8 

6.2 

20 

373 

42 

210 

17.3 

671 

36.4 

5.0 

92 

920 

72 

300 

10.5 

407 

31.5 

3.6 

95 

2569 

64 

283 

12.1 

470 

34.2 

4.2 

97 

4581 

102 

563 

6.7 

250 

37.7 

5.5 


* See pages 15 and 16. 

Values of period of rise are plotted against watershed area for two 
groups of basins in Fig. 986. Again there is a noticeable trend among 
the points for each group. The relationship is by no means exact, 
because all the watershed characteristics except size are ignored. 

Prediction of Runoff from Rainfall. If there are sufficient, con- 
tinuous records available on a stream so that unit hydrographs and 
distribution graphs can be determined, the runoff can be predicted with 
assurance by applying the distribution-graph percentages to units of 
rainfall excess. Runoff from watersheds similar to those upon which 
records are available also can be predicted with satisfactory accuracy 
by means of curves such as are plotted in Fig. 98. In either instance 
the prediction of the volume of rainfall excess involves the selection 
of rainfall and infiltration rates by methods described in Chapters 
4 and 5. 

As an example, suppose it is desired to predict the flood peak result- 
ing from a 10-yr rain on a 1500-acre watershed located in central Ohio. 
It is assumed that the topography, soil, vegetative cover, and other 
watershed characteristics are similar to those of the North Appalachian 
Experimental Watershed for which curves are plotted in Fig. 98. 
From Fig. 986, the period of rise is found to be approximately 64 min. 
The next step is to determine the maximum rainfall of this duration 
which will be equaled or exceeded once in 10 yr. This computation 
may best be made by analyzing local rainfall records (see Chapter 4, 
page 86). If there are nb adequate records, or if such accuracy is not 
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desired, an approximate value may be obtained from the frequency 
curves shown on page 90. This rain falls between the 2.0 and 2.2 
curves of Fig. 35. The intensities given in column 2 of Table 21 were 
obtained by interpolation between these curves. Column 6 shows the 
computed precipitation rates which are plotted in an arbitrary arrange- 
ment in Fig. 99a. This method of determining a typical intensity- 
time pattern is explained more fully in Chapter 4, page 94. Figure 
996 shows the same volume of precipitation, with the intensity assumed 
to be uniform during the entire 64-min duration. 

It is now necessary to determine the minimum value of / expected 
at the time of this rain. This information may be gained from a study 
of multiple-peaked hydrographs produced by rains of long duration. 
For the purpose of this problem, it is assumed that jc is 0.5 in. per hr. 
Also, for the sake of simplicity, it is assumed that / is constant for the 
duration of the rain. In applying this value of fc to the two intensity 
graphs of Fig. 99, it becomes apparent that the volume of infiltration 
is the same and that, therefore, the volume of rainfall excess, Pe, is 
also the same. The volume of rainfall excess from Fig. 996 is 
(2.05 — 0.50)64/60 = 1.65 in. The value of Pe from Fig. 99a is com- 
puted in columns 8 and 9 of Table 22. If some portion of the precipita- 
tion graph were below the / curve, the value of P,, computed from a 
single block of rainfall such as Fig. 996, would be too small. Also, 
where runoff is being computed from a rain having a duration greater 
than the period of rise, the single block graph may not be substituted 
for a typical rainfall pattern. 

The final step is to compute the maximum runoff rate. The precipi- 
tation excess is first converted to cubic feet as follows: 


1 

~ X 1500 X 43,560 = 9,050,000 cu ft 

Because the peak percentages used in Fig. 98a are based on 10-min 
intervals, the volume of runoff must next be converted to cubic feet 
per second for 10 min, by dividing by the number of seconds in 10 min 
as follows: 


9,050,000 
10 X 60 


15,100 cfs for 10 min 


Finally, the peak rate of runoff is obtained by multiplying by the 
peak percentage divided by 100. The peak percentage is found from 
Fig. 98a to be approximately 11 per cent. Therefore, the peak rate 
of runoff is 15,100 X 11/100 = 1660 cfs. 
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(a) (b) 


ri«. 98. 

If it were desirable to design for the absolute maximum flood ever 
likely to occur, in addition to using a correspondingly greater rainfall 
excess, it would be desirable to determine values of peak percentage 
from a curve similar to the one in Fig. 98a, but showing maximum 
peaks instead of average values. 
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Fig. 98. 



North Appalachian Experimental Watershed, Coshocton, Ohio. (Hori- 
zontal lines show range of individual values.) 



Data taken from Hydrologic Data, Hydrologic Bull. 2. 1942, U. S. 
Department of Agriculture Soil Conservation Service,* Blacklands 
Experimental Watershed, W’aco, Texas. 


' Data taken from Hydrologic Data, Hydrologic Bull. 3, 1942, U. S. 

\ Department of Agriculture Soil Conservation Service * Central Great 
\ Plains Experimental Watershed, Hastings, Nehr. 


Data taken from Hydrologic Studies, Compilation of rainfall and 
^ runoff from the watersheds of the Red Plains Conservation Experiment 

\ Station, Guthrie, Oklahoma. U. S. Department of Agriculture Soil 

' Conservation Service.* 



Coweeta Experimental Forest, Appalachian Forest Experiment 
Station, Asheville, N, C„ U. S. Department of Agriculture Forest 
Service .t 


\ Bent Creek Experimental Forest, Appalachian Forest Experiment 

\ Station, Asheville, N. C., U. S. Department of Agriculture Forest 
\ Service .t 


* Computations made by R. E. Snell, a student in the University of Michigan, 
Horace H. Rackham School of Graduate Studies. 

t E. F. Brater, ^The Unit Hydrograph Principle Applied to Small Watersheds,” 
Trans. AJS.C.E., vol. 105, pp. 1154, 1940. 

Large Watersheds 

The preceding paragraphs dealt with watersheds varying in area 
from a few acres to approximately 10 square miles. The term “large 
watersheds'^ applies to basins having an area greater than 10 square 
miles. However, the distinguishing feature of large watersheds is not 
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(a) (b) 

Fig. 99. 

that their area is greater than some arbitrary limit, but rather that 
they are of such size that, within the basin, there are likely to be 
major differences in rainfall duration and intensity and in soil per- 
meability. On large watersheds, major floods are frequently the 
result of high rates of surface runoff from only a portion of the basin. 
Consequently, it is usually necessary to determine unit hydrographs 
for several different rainfall distribution patterns. Also, in finding 
the average infiltration capacity for large basins, appropriate methods 
such as Horton^s (see page 117) must be used. Finally, in correlating 
distribution graphs from different large watersheds, it is usually 
necessary to take into account other watershed characteristics in 
addition to size. 

TABLE 22 


1 

Dura- 

tion 

min 

2 

Precipi- 

tation 

Inten- 

sity 

p, 

in./hr 

3 

Accumu- 

lated 

Precipi- 

tation 

Py 

in. 

4 

Time 

Incre- 

ments 

Ae, 

min 

5 6 

Precipitation 
during Time 
Increments 

7 

/, 

in./hr 

8 9 

Precipitation 
Excess 
during Time 
Increments 

AP, 

in. 

Vy 

in./hr 

pe, 

in./hr 

APe, 

in. 




10 

0.90 

5.40 

0.50 

4.90 

0.82 

10 

5.4 

0.90 










10 

0.47 

2.82 

.50 

2.32 

0.39 

20 

4.1 

1.37 










20 

0.50 

1.50 

.50 

1.00 

0.33 

40 

2.8 

1.87 










24 

0.32 

0.80 

.50 

0.30 

0.12 

64 

2.05 

2.19 






1.66 
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Determination of Unit Hydrographs* The selection of unit hydro- 
graphs requires judgment that may be gained only by experience. 
The procedure usually followed is to scan the runoff records for 
isolated hydrographs resulting from intense rains. These hydrographs 
are then plotted with the rain intensity records from various portions 
of the basin, as illustrated in Fig. 100. It is desirable to have an 
isohyetal map for each storm to show the rainfall distribution 
pattern. Those hydrographs that appear suitable may then be 
converted to distribution graphs, in the manner described on page 250. 
For any basin, the larger ordinates of distribution graphs obtained 
from similar rainfall patterns should agree closely, but the smaller 
ordinates may differ considerably. If there are no great variations 
in rainfall characteristics, an agreement as good or better than that in 
Fig. 97 may be expected. 

The Youghiogheny River at Connellsville, Pennsylvania, is used 
for an example of runoff prediction on a large basin. The drainage 
area above Connellsville is 1326 square miles. Three hydrographs, 
together with average rain-intensity patterns, are shown in Fig. 100. 
The surface runoff is separated from ground-water discharge as 
shown in the figure. The average surface runoff rate for each 12-hr 
period, together with the instantaneous peak rate, is given for each 
graph in Table 23, column 3. Also shown in column 3 is the total 
surface runoff for each graph. The average infiltration capacity for 
each storm is determined and plotted in Fig. 100. 

The distribution graphs are derived by converting each of the 
values in column 3, including the peak, to percentages of the total. 
These percentages are given in column 4, Table 23, and values in 
cubic feet per second per square mile per inch are shown in column 5. 

The three distribution graphs are superimposed in Fig. 100 to show 
their similarity. 

Another illustration of the expected degree of consistency of distri- 
bution graphs from the same basin is given in Table 24. Here are 
shown peaks of 27 distribution graphs for a watershed of 193 square 
miles which drains a highly urbanized area in and adjacent to 
Detroit, Michigan. The rains which produced these unit hydro- 
graphs varied considerably in their areal distribution pattern. Table 
24 shows that peak discharges of the unit hydrographs vary from 
720 cfs to 12,580 cfs and that the duration of the rainfall excess varies 
from 6 to 24 hr. However, only 4 of the 27 distribution-graph peaks 
differ from the average by more than 20 per cent. 

The average distribution-graph peak for this gaging station and 
also the values for three other locations in the same drainage basin 
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TABLE 23 


1 

2 

3 

4 

5 


12-Hr Time 

Surface Runoff, 

Distribution Graphs 

Date 

Intervals 

cfs 

percentage 

cfs per sq mi per in. 

Oct. 1937 

1 

200 

0.2 

0.1 


2 

4,500 

3.7-f 

2.0 


3 

35,000 

29.1 

15.7 


(pk) 

(41,500) 

(34.5) 

(18.6) 


4 

36,000 

30.0 

16.2 


5 

22,000 

18.3 

9.9 


6 

12,500 

10.4 

5.6 


7 

6,000 

5.0 

2.7 


8 

3,000 

2.5 

1.3 


9 

1,000 

0.8 

0.4 


120,200 cfs for 12 hr 100.0 
or 1.68 in. 


Jan. 1939 

1 

1,800 

3.6 

1.9 


2 

8,000 

16.1 

8.7 


3 

15,500 

31.2 

16.9 


(pk) 

(17,500) 

(35.3) 

(19.1) 


4 

11,000 

22.2 

12.0 


5 

7,000 

14.1 

7.6 


6 

4,000 

8.1 

4.4 


7 

2,000 

4.0 

2.2 


8 

300 

0.6 

0.3 



49,600 cfs for 12 hr 
or 0.70 in. 

99.9 


Feb. 1939 

1 

700 

0.7 

0.4 


2 

2,000 

2.0 

1.1 


3 

5,000 

4.9 

2.6 


4 

11,000 

10.8 

5.8 


5 

28,000 

27.6 

14.9 


(pk) 

(32,000) 

(31.5) 

(17.0) 


6 

26,000 

25.6 

13.8 


7 

16,000 

15.8 

8.5 


8 

8,000 

7.9 

4.3 


9 

3,500 

3.5 + 

1.9 


10 

1,200 

1.2 

0.6 



101,400 cfs for 12 hr 
or 1.40 in. 

100.1 
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TABLE 24 


1 

Date 

Hydrographs and Distribution Graphs for the 
River Rouge at Plymouth Road 

2 3 4 5 

Pk. of Distr. 

Pk. Rate Duration Graph, 

SRO, of SRO, of Rainfall cfs per sq mi 

in. cfs Excess, hr per in. 

6 

Difference 
from Avg. 
Peak, 

% 

May ’33 

1.00 

3700 

24* 

19.3 

4.3 

Feb. ^35 

0.76 

2460 

6 

16.7 

-9.7 

Feb. ^39 

1.85 

5940 

24 

16.7 

-9.7 

May ’43 

1.08 

3890 

12 

18.6 

0.5 

May ’45 

0.38 

1230 

6 

16.8 

-9.2 

Apr. ’47 

2.54 

12580 

18 

25.6 

38.3 

Mar. ’48 

0.69 

2240 

12 

16.8 

-9.2 

Feb. ’49 

0.39 

1360 

12 

17.9 

-3.2 

Feb. ’49 

0.50 

2050 

18 

21.2 

14.6 

Mar. ’49 

0.48 

1950 

6 

21.0 

13.5 

Jan. ’50 

0.17 

720 

24* 

22.2 

20.0 

Jan. ’50 

0.20 

740 

24* 

18.9 

2.2 

Feb. ’50 

0.82 

2250 

18 

14.1 

-23.8 

Apr. ^50 

0.96 

3350 

18 

18.0 

-2.7 

Dec. ’50 

0.29 

1000 

18 

17.9 

-3.2 

Dec. ’50 

0.45 

1650 

12 

18.9 

2.2 

Jan. ’52 

0.37 

1200 

24* 

16.5 

-10.8 

Jan. ’52 

0.32 

1120 

24* 

18.3 

-1.1 

Jan. ’52 

0.30 

960 

24* 

16.5 

-10.8 

Feb. ’52 

0.32 

1100 

24* 

17.6 

-4.9 

Mar. ’52 

0.54 

1900 

24 

18.2 

-1.6 

Apr. ’52 

0.48 

1350 

24 

14.5 

-21.6 

Mar. ’54 

0.62 

2820 

12 

23.3 

25.9 

Apr. ’54 

0.22 

800 

12 

18.4 

-0.5 

Oct. ’54 

0.34 

1350 

6 

20.6 

11.3 

Oct. ’54 

0.30 

950 

18 

16.2 

-12.4 

Apr. ’56 

1.06 

3940 

48* 

19.2 

Sum 499.9 
Avg. 18.5 

3.8 


* Duration equal to or less than these values. Exact duration not deter* 
mined. 
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Distribution graph peaks in cfs per square mile 
per inch of precipitation excess 

Fig. 101. 


are plotted in Fig. 101, where it may be seen that the variation of 
peak with area of basin is similar to that of smaller watersheds in 
Fig. 98. It will be noted that three of the points for the Rouge River 
basin fall on a straight line and that one has a peak value smaller 
than that indicated by the trend of the other three. The difference is 
accounted for by the fact that this tributary, the Middle Rouge River, 
passes through an extensive system of lakes which modify the shape 
of the hydrograph. Also in Fig. 101 are distribution-graph peaks for 
two watersheds having two or more gaging stations and peaks 
for two other rivers located in the same region. By plotting values 
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in this manner, for a particular region, we can predict distribution- 
graph peaks for locations where no gaging stations exist. 

Predicting Runoff from Rainfall. When sufficient stream-flow 
records are available so that a representative distribution graph may 
be obtained, the construction of a hydrograph may be carried out with 
considerable assurance for any assumed rate of rainfall excess. No 
other procedure developed so far, approaches in accuracy that which 
may be obtained by this method, even when only a few records are 
available. If the period of assumed rainfall excess is about the same 
as that which produced the unit hydrographs, the procedure is to multi- 
ply the volume of rainfall excess by successive distribution graph 
percentages to obtain the increment of volume expected at the outlet 
during each time interval. Each increment of volume must then be 
converted to cubic feet per second. If the duration of rainfall excess 
is greater than that which will produce a single unit hydrograph, the 
rainfall excess must be divided into portions of shorter duration and 
the foregoing procedure applied to each portion. The final hydro- 
graph may then be obtained by adding the various increments of 
runoff contributed to each time interval by the various portions of 
rainfall excess. 

In reproducing or synthesizing hydrographs by this method, the best 
results are obtained if the rainfall excess is divided at points of sud- 
den change in intensity, rather than at arbitrarily selected time 
intervals. The distribution graph is not a sufficiently precise tool to 
be sensitive to differences in the duration of rainfall excess that are 
small compared with the period of rise. For example, if the period 
of rise for a stream is 3 days, it is probable that periods of rainfall 
excess of 6, 12, or even 18 hr will produce nearly the same distribution 
graph. Further research is necessary before enough experimental 
evidence is available to establish the nature of the variation for such 
small changes in duration. Any refinements in the use of the distri- 
bution graph that may result from future research must include the 
effect of all the factors that influence the shape of the graph. (See 
page 31.) Such a refinement may be hoped for, but, while experi- 
mental evidence is accumulating, the distribution graph must be used 
with full cognizance of its limitations. 

The distribution graphs developed for the Youghiogheny River will 
be used in an example of the application of the unit-hydrograph 
principle, to predict flood discharge from the assumed ^^design rain^^ 
shown in Fig. 100, For the purpose of this example an / curve is 
assumed and is shown superimposed on the design rain. The volume 
of rainfall excess for rains 1 and 2 is then determined as 1.68 in. or 
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120,000 cfs for 12 hr and 2.02 in. or 143,000 cfs for 12 hr, respectively. 
It is deemed necessary to apply the distribution graph to the two 
parts of the design rain separately, because the total duration of this 
rain is 72 hr, whereas the average period of rise of the three distribution 
graphs is only about half this much. It may be noted that the duration 
of rainfall excess for the three distribution graphs varies from 28 hr 
to 42 hr. Often an average-distribution graph is determined from a 
group such as is shown in Fig. 100. In this case the one for the 


TABLE 25 


1 

2 

3 

Runoff 

4 

5 

Ground- 

6 

Total 

12-Hr 

Time 

Intervals 

First 

Rain, 

cfs 

Second 

Rain, 

cfs 

Total, 

cfs 

Water 

Flow, 

cfs 

Stream 

Flow, 

cfs 

1 

200 


200 

2000 

2,200 

2 

4,500 


4,500 

2300 

6,800 

3 

35,000 

(41,500) 


35,000 

(41,500) 

2600 

37,600 

(44,200) 

4 

36,000 

300 

36,300 

2900 

39,200 

5 

22,000 

5,300 

27,300 

3200 

30,500 

6 

12,500 

41,600 

(49,200) 

54,100 

(58,500) 

3500 

57,600 

(62,100) 

7 

6,000 

42,800 

48,800 

3800 

52,600 

8 

3,000 

26,200 

29,200 

4100 

33,300 

9 

1,000 

X (120,200) 

14,900 

15,900 

4400 

20,300 

10 


7,200 

7,200 

4700 

11,900 

11 


3,600 

3,600 

5000 

8,600 

12 


1,100 

2 143,000 

1,100 

2 263,200 

5300 

6,400 


October 1937 storm is selected to apply to the design rains. These 
percentages are applied to the corresponding volumes of rainfall excess 
to obtain the values shown in columns 2 and 3 of Table 25. The values 
in column 3 are started 36 hr after those in column 2, to agree with 
the timing of the rain as shown in Fig. 100. Column 4 is the sum of 
columns 2 and 3 and gives the predicted surface runoff. It is still 
necessary to superimpose these values upon some assumed ground- 
water flows such as are shown in column 5. These values are com- 
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bined with the surface runoff to obtain the values of column 6 which 
are plotted in Fig. 100. 

The importance of carrying along the peak percentages cannot be 
overemphasized.. All other percentage values are determined from 
average discharges during the selected time intervals. Only for 
extremely large basins would the average value for the maximum 
interval approach the value of the peak. In this example, an error 
of approximately 4500 cfs in the peak discharge would result if the 
peak percentage were ignored. As a result, the predicted hydrograph 
would have an incorrect shape. 

As another example, let us assume that we desire to predict the peak 
discharge resulting from a maximum spring rain falling on the 
Youghiogheny basin. The maximum 48-hr March rain that can be 
expected on this basin is estimated as 10.4 in.^^ A rain of 48-hr 
duration is chosen because the actual duration of a 2-day rain is 
estimated to be less than 31 hr (see page 96), and thus less than 
the duration of the unit storms which produce the unit hydrographs in 
Fig. 100. It is assumed that this March rain is accompanied by a 
snow melt of one inch. Based on the values of /„ determined for the 
three hydrographs analyzed, it may be assumed that the March value 
of fa is 0.2 in. per day. Then the total surface runoff is (10.4 -f 1.0 — 
2X0.2), or 11.0 in. The average of the three distribution-graph 
peaks is 17.2 cfs per square mile per in. The predicted peak rate of 
surface runoff is then, 

11.0 X 1326 X 17.2 = 250,000 cfs 

A typical ground-water discharge value should be added to this value 
to obtain the peak discharge. 

Often it is necessary to estimate the hydrograph at a point where 
no discharge records are available. There are many variations in 
the conditions under which this problem arises. Sometimes, for exam- 
ple, there may be gaging stations at other points on the stream from 
which unit hydrographs may be obtained. These may then be con- 
verted to the desired location by a flood-routing procedure (page 349) . 
At other times there may be records on a number of other nearby 
basins having such similar watershed characteristics that a similarity 
between distribution graphs may be assumed. 

In general, it is desirable to synthesize a hydrograph only on the 
basis of a thorough study of the graphs obtained at all available 

*2U. S. Weather Bureau U. S. Army Corps of Engineers, ^'Seasonal Vari- 
ation of the Probable Maximum Precipitation East of the 105th Meridian/’ 
Hydrometeorological Kept. No. 33, 1966. 
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nearby stations. Because of the wide variety of rainfall and physical 
characteristics that are likely to exist on large watersheds, it is usually 
not possible to find a group so similar that peaks may be compared on 
the basis of size alone. This is demonstrated by the values plotted 
in Fig. 101, in which even those from contiguous groups show a rather 
wide scattering. Some of the factors that cause the shape of the distri- 
bution graph to vary on any particular watershed are the rainfall- 
intensity pattern, the rainfall-distribution pattern, the direction of 
the storm path, the rainfall duration, the conditions of the soil at the 
beginning of the rain, the condition of the vegetation, the quantity 
of channel storage present at the beginning of the rain, the presence of 
ice in the stream, and the amount of vegetative growth in the stream. 
Some of the factors that cause variations in the distribution graphs for 
different basins are size, shape, slope of stream, slope of ground, stream 
density, roughness of stream channel, and the presence of natural or 
artificial channel storage. 

The correlation of all these factors with the peak, period of rise, 
and base length of distribution graphs presents a difficult problem. 
Obviously, it is necessary to select only the more important factors 
for study. From an intensive study of the Connecticut River system, 
McCarthy^^ found that the distribution graph characteristics could 
be determined with the following watershed characteristics as a basis: 
(1) area, (2) slope of area-elevation graph, and (3) the stream pattern 
expressed as the number of major stems of a watershed. The area- 
elevation graph as used by McCarthy is similar to the hypsometric 
chart shown in Fig. 13, page 45. 

From a study of streams draining the Appalachian Highlands, 
Snyder^^ found that he needed only to consider size and shape of water- 
sheds in order to correlate the properties of distribution graphs. He 
found that the distance, L, measured along the principal stream from 
the outlet to a point adjacent to the geographical center of the basin, 
could be used as a measure of the effect of shape on the properties of 
the hydrograph. He was able to determine the relation of both the 
‘4ag’^ and peak of the hydrograph to this distance, L. The term 
'^lag” is defined by Snyder as ^^the time between center of mass of 
surface-runoff-producing rain of a specified type of storm and the 
occurrence of resulting peak discharge at the location being studied. 
If some stream-flow data are available from which to obtain certain 

23 Gerald T. McCarthy, U. S. Engineer Office, Providence, R. I., The Unit 
Hydrograph and Flood Routing, 1939 (mimeographed report). 

2^ Franklin F. Snyder, “Synthetic Unit-Graphs,” Trans. Am. Geophys. Union, 
1938, Part I, p. 447. 
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coefficients, the relations developed by Snyder may be used to esti- 
mate the shape of a distribution graph for a watershed. 

For the purpose of making a similar study in the upper Ohio basin 
it was reported*® that neither of the methods mentioned above was 
entirely satisfactory but that a combination of the two was found 
useful. Perhaps no single universally applicable approach to this 
complex problem can be found. It must be expected that oftentimes 
when unit hydrographs are to be developed new problems may arise, 
the solution of which requires ingenuity and good judgment. Never- 
theless, the unit hydrograph is by far the most dependable tool for 
predicting flood runoff that has been developed so far. 

Transference of Peak Plows* Rarely are discharge records avail- 
able at the exact point on a stream where they are needed. 

Suppose, for instance, that a flood of 5000 cfs is recorded at a point 
above which the drainage area is 100 square miles. It is desired to 
find the corresponding peak flow at some other point — let us say where 
the drainage area is 200 square miles. 

The peak flood flow expressed in cubic feet per second per square 
mile does not vary directly with drainage area for at least two reasons: 
(1) in any storm the average depth of rainfall varies inversely with 
the area covered; (2) the larger the area (other conditions being the 
same) the wider is the base of the unit hydrograph and, therefore, 
the lower the peak. 

In Fig. 101 are plotted distribution-graph peaks showing how, for 
any flood, the peak discharge, expressed as cubic feet per second per 
square mile per inch of rainfall excess, varies with area. On all drain- 
age basins having different topography, shape, slope, etc., the relation- 
ship will differ and new curves will have to be derived for each new 
set of conditions. Using the relationship shown in Fig. 101 for the 
Rouge River basin, we see that for an area of 100 square miles the 
peak runoff is 20 cfs per square mile per in. of rainfall excess. There- 
fore, there must be 5000 -r- 20 X 100 or 2.5 in. of rainfall excess. 
After studying the storm distribution pattern we decide to reduce 
this figure to 2.3 in. for the larger basin. From Fig. 101 the peak of 
the distribution graph for an area of 200 square miles is found to be 
18.5 cfs per square mile per in. of rainfall excess, giving a total flow 
of 18.6 X 200 X 2.3, or 8600 cfs. 

If curves similar to those shown in Fig. 101 are not readily obtain- 
able, an approximation can be made by assuming that the peak flood 

R. Laden, T. L. Relilly, and J. S. Minnotte, ‘^Synthetic Unit Hydro- 
graphs, Distribution-Graphs and Flood Routing in the Upper Ohio River Basin,” 
Trans, Am. Geophys. Union, 1940, Part II, p. 649. 
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flow varies as the eight tenth power of the ratio of the drainage areas. 
This method indicates that the peak is 8700 cfs. 

The accuracy of both of these methods of finding the peak flood 
flow at a given point from a record obtained during the same rain 
at another point on the stream depends principally upon the similarity 
of the physical characteristics of the areas above the two points. Also 
the greater the ratio is between these areas, the less reliable the 
results are. 

NilNIMUNi FLOW 

Except for streams that are fed by melting snows and those drain- 
ing areas that contain a large amount of surface storage, low water 
flow is derived entirely from ground water. Horton has shown that 
the portion of the hydrograph that represents only ground-water flow 
is an exhaustion curve and may be expressed by an equation of the 
form 

Q = (16) 

in which Q is discharged in cubic feet per second at the end of d days 
after termination of surface runoff ; Qq discharge when d equals zero; e 
Napierian base, 2.718; and c and n arc constants. 

In order to evaluate Qo, c, and n for any drainage basin, a composite 
ground-water-depletion curve should be constructed from the reces- 
sion graphs resulting from a number of storms. The various segments 
of recession curves are shifted with respect to the time axis until they 
appear to match, and then an average or composite curve is drawn 
through them as shown in Fig. 2. In order to evaluate the constants 
of equation 16, the location of the time scale must be arbitrarily se- 
lected. The time when d = 0 may be taken at or before the time of 
occurrence of the highest point on any of the recession curves that is 
deemed to be free of any surface runoff. Such a point is illustrated by 
c in Fig. 2. The zero of the time scale occurs 8 days before c. For 
* any other location of the time scale, the equation of the curve below c 
\ >may also be detennined, but the values of the constants will be differ- 
ent. Exactly the same extension of the recession curve to lower dis- 
charges would be obtained, however, by any other choice of origin. 

Written in logarithmic form, equation 16 becomes 

log Q = log Qo — cd" log e (17) 

Equation 17 represents a straight line in which log Q and d^ are the 
variables. Figure 102 shows that equation 17 becomes a straight line 
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when n = 0.5. The value of Qo is the value of Q when d = 0 and is 
found to be 6000 in Fig. 102. The value of c, determined from the 
slope of the line, is 0.555. The equation for the line then becomes 
Q = eOOOe-o.sesdOs^ 

By studying long-term records of rainfall in the region, the 
longest period likely to elapse between rains of sufficient magnitude 
to produce ground-water accretion may be determined. If some point 
on the recession curve is selected as representing the conditions at the 
beginning of such a period, the daily discharge throughout the period 
may be determined from the derived equation or from an extension of 
the straight line of Fig. 102. 

YKLD 

It is recalled that, in the determination of surface runoff, the method 
of procedure depended principally upon the size of the area drained. 
By way of contrast, the l^est procedure for determining yield depends 
not upon the size of basin but upon climate. For this purpose climate 
is classified as arid, semiarid, and humid. Streams draining arid 
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basins carry only surface runoff and, therefore, are intermittent and 
flow only during and immediately following periods of intense rainfall. 
The water table, if there is one in the basin, is always below the bed 
of the stream. Basins whose climate is here classified as semiarid have 
a rainy season and a dry season. Nearly all the year’s rainfall occurs 
in the rainy season, during which stream flow is continuous. During 
the dry season the stream is dry most of the time and carries water 
only intermittently after an occasional heavy storm. The prediction 
of runoff from semiarid basins is treated in Chapter 9. In humid 
regions, except for the smaller tributaries, the flow is continuous, and 
the water table is always above the bed of the stream. 

Arid Basins 

Inasmuch as the entire yield of arid basins is derived from surface 
runoff, it follows that in order to determine their yield the same pro- 
cedure may be followed as has already been described for determining 
surface runoff from any basin. (Sec page 270.) There is, however, 
the distinction that in arid basins all infiltration may be included as 
a water loss, because none of the water that once infiltrates into the 
soil ever reaches the stream draining that basin, nor does ground- 
water storage affect this problem. In this case, however, the problem 
is made easier because the infiltration capacity is nearly constant 
throughout the year. 

From the records of a number of intense storms and their hydro- 
graphs of surface runoff the average infiltration capacity of the basin 
can be determined. This average value is then applied to each intense 
storm and the resulting runoff is found. 

Humid Basins 

In humid regions such as the eastern part of the United States, 
except for streams that drain only small areas, the flow is continuous. 
The water table never drops below the bed of the stream. As a result, 
the yield of such a stream for any year or for any month is dependent 
upon the elevation of the water table at the beginning of the period. 
The change in ground-water storage, AS, now becomes important, 
whereas in arid regions it has no significance. In semiarid regions 
ground-water storage has only the effect of reducing the monthly 
yield during the early months of the rainy season and increasing it 
correspondingly during the later months. Ground- water storage has 
no effect upon the total seasonal or annual yield. 

For humid basins the average annual yield usually can be satisfac- 
torily determined from a comparatively short period of records. For 
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instance, having available 10 yr of records of rainfall and runoff, the 
value of AS is small compared with the total yield. Also the average 
annual water loss as determined from 10 yr of records does not depart 
very much from the long-term average. Therefore, if the long-term 
mean annual rainfall and the corresponding average annual water loss 
are known, the average yield may be taken as the difference between 
the two. However, the determination of yield, month by month or 
even year by year, cannot be made with the same degree of accuracy, 
because of the increasing importance of AS as the time interval 
decreases, and because of the relatively greater influence of the various 
factors that affect evaporation opportunity. As an illustration, refer- 
ring to 17. S. Geological Survey Water-Supply Paper 846, page 57, we 
observe that the water losses on the Tittabawassee basin above Free- 
land, Michigan, for 1916 were 13.0 in., rainfall 28.0 in., and tempera- 
ture 45° F. In 1914 the rainfall was 32.2 in., the temperature 45.6° F, 
but the water loss was 24.4 in. As a result, the yield in 1916 was 15 in. 
as compared with 7.8 in. in 1914, although the rainfall was 4.2 in. more 
in 1914. Also on the West River at Newfane, Vermont, in 1920 the 
precipitation was 36.9 in. and the water loss was 7.5 in., whereas in 
1930 the rainfall was 38.7 in. and the water loss was 17.5 in., with only 
a small difference in temperature. Many other similar illustrations 
can be given which show a lack of correlation between water loss, 
rainfall, and temperature for short periods. (Also see Fig. 91.) 

Because of the influence of soil, vegetative cover, land use, depth 
to water table, and other factors that often affect the water losses of 
adjacent basins in varying degrees, the average water losses cannot be 
reliably determined for a basin on which no stream-flow records are 
available. 

Duration Curves, Estimating the yield of a stream upon which 
no records or only a short period of records are available can best be 
done by making use of records from adjacent basins. A most useful 
tool in such an analysis is the duration curve. Such a curve shows 
the per cent of time that any discharge was equaled or exceeded. The 
shape of the curve also gives a clear picture of the nature of the stream 
flow. A flat curve is derived from a river having few floods and a 
large ground-water discharge, whereas a steep curve indicates a flashy 
stream, subject to very low flows. These two types are illustrated by 
the curves for the Manistee and Tittabawassee rivers, respectively, 
shown in Fig. 104. For most purposes monthly flows are used, but if 
very little storage is available, daily discharges may be more appro- 
priate. For some pufjjoses, as for example estimating the power 
potential of a river, the ordinates of the curves are usually expressed 
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in cubic feet per second, whereas for comparing the flow characteristics 
of two rivers it is more advantageous to use discharge per square mile. 

An example of the derivation of a duration curve is given for the 
Flint River at Genesee, Michigan. Records of monthly discharge for 
the period from October 1931 through September 1952 (21 years) are 
available. The number of occurrences in each of the discharge cate- 
gories shown in column 1 of Table 26 are recorded in column 2. The 

TABLE 26 


1 

Discharge, 

cfs 

2 

Occur- 

rences 

3 

Accumulated 

Occurrences 

4 

Per Cent 
of Total 

23- 49 

10 

252 

100.0 

50- 99 

54 

242 

96.0 

100-149 

38 

188 

74.6 

150-199 

16 

150 

59.5 

200-249 

20 

134 

53.7 

250-299 

14 

114 

45.2 

300-349 

10 

100 

39.7 

350-399 

9 

90 

35.7 

400-499 

23 

81 

32.1 

500-599 

11 

58 

23.0 

600-699 

8 

47 

18.7 

700-799 

6 

39 

15.5 

800-899 

5 

33 

13.1 

900-999 

4 

28 

11.1 

1000-1999 

20 

24 

9.5 

2000-2999 

4 

4 

1.6 


252 




numbers of occurrences equal to or larger than the smallest value in 
each category are shown in column 3, and corresponding percentages 
of the total number of occurrences are shown in column 4. The dura- 
tion curve resulting from these computations, curve 1 of Fig. 103, is 
obtained by plotting the percentages of column 4 versus the smallest 
discharges in each of the categories of column 1. Also shown in 
Fig. 103 is a duration curve for the same river during the period from 
October 1947 through September 1952. This period comprises the last 
5 yr of the period for which curve 1 is derived. The difference between 
the two curves illustrates that a short period of records, 5 yr in this 
case, may give a very inaccurate indication of the long term yield of 
a stream. 
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Use of Resords on Adjacent Basins* Yield varies more or less 
regionally. As a result, if long-term records are available on one or 
more adjacent basins, those records may often be used advantageously. 
Two different conditions will be considered. In the first, no discharge 
records are available on the stream in question. In the second, records 
are available for a period of at least a few years that are also covered 
by records on the adjacent stream. 

The solution of a problem of the first type is illustrated in Fig. 104, 
in which the duration-of-flow curve for the Sturgeon River in Michigan 
is estimated by comparison of the duration-of-flow curves for Deer 
Creek, Au Sable River, Tittabawassee River, and Manistee River. 
Of these streams, the Sturgeon River basin lies nearer to and is perhaps 
more similar to the Deer Creek basin on the west and to the Au Sable 
River basin on the southeast than it is tc the other two. The Manistee 
is farther away to the southwest, and the Tittabawassee is still farther 
away to the southeast. Consequently, the estimated duration-of-flow 
curve for the Sturgeon River is drawn in between the duration curves 
for the Au Sable River and Deer Creek and is influenced only slightly 
by the curves for the Manistee and the Tittabawassee rivers. 

This study was made for the City of Petoskey in 1927 at a time 
when no discharge records on the Sturgeon River were available. At 
that time the average yield of the Sturgeon River at Wolverine was 
estimated to be 202 cfs. In 1941, the U. S. Geological Survey estab- 
lished a gaging station at this same site and the actual average 




RUNOFF 


281 


measured discharge for the 14 yr since that time has been 198 cfs. 
Such a high degree of accuracy should not ordinarily be expected, but, 
in general, this method is found to lead to more dependable results 
than are obtained from a theoretical determination of the probable 
water losses. 

Figure 105 illustrates a method in which duration-of-flow curves 
can be used in estimating the yield of a stream for which short-term 
records are available and for which simultaneous and long-term records 
are available on at least one adjacent stream. Here it is assumed that 
there are records covering a period of 3 yr on stream J5, and on 
stream A there are records covering a period of 30 yr, 3 yr of which 
are simultaneous with the records on B, Duration curves are then 
plotted for both streams for the 3 yr for which the records are simul- 
taneous. Also the duration curve is plotted for stream A for the entire 
period covered by the records, which in this example is assumed to be 
30 yr. Then, in order to obtain the 30-yr duration curve for stream B, 
the discharge values obtained from the 3-yr curves for B are multi- 
plied by the ratio of the 30-yr yield to the 3-yr yield on A for a 
number of points on the curves. For instance, during 60 per cent of 
the 30 yr of records on A, the flow exceeds 0.96 cfs per square mile, 
whereas for the same percentage of time during the 3 yr of records 
it exceeds 1.10 cfs per square mile. For the same percentage of time 
the flow of stream J5, during the 3 yr of records, exceeds 0.78 cfs per 
square mile. Therefore, for 60 per cent of the time the flow of stream B 
equals or exceeds 


0.96 

1.10 


X 0.78 = 0.68 cfs per square mile 


The estimated yield of stream B for other percentages of time is 
obtained in the same manner. 

If similar records are available for other adjacent basins, an esti- 
mated duration-of-flow curve should be derived from each. After 
plotting all such curves on the same sheet and after a careful com- 
parison of the physical characteristics of each of these basins with 
those of stream J5, we can draw in a final estimated curve. 

If, for storage or other purposes, it is desired to obtain an estimated 
hydrograph of stream B, this estimate can be done in the following 
manner. Suppose that, at a certain time, the recorded flow of stream A 
was 0.84 cfs per square mile. From the 30-yr duration curve for 
stream A, it is found that this flow corresponds to 70 per cent of the 
time. For this same percentage of time, the 30-yr duration curve for 
stream B shows a flow of 0.56 cfs per square mile. The estimated flow 
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for each successive time interval is found in a similar manner. In 
this way, a continuous hydrograph, based upon either daily, weekly, 
or monthly average discharges, may be obtained for the entire period 
of records on the adjacent stream. However, the time interval used 
in deriving the hydrograph must be the same as was used in con- 
structing the original duration curves. 

Because the rainfall pattern for a long period is not the same on 
any two basins, it should not be expected that every minor variation 
in the hydrograph of any given stream can be accurately reproduced 
by this method. Nevertheless, the general behavior of the stream, the 
number of peaks of each different magnitude, and the number of 
periods of low flow should all be correctly shown. A hydrograph 
derived in this manner should be just as useful in making storage, 
water-supply, or power studies as though the fluctuations were chrono- 
logically represented perfectly. The value of the results is dependent 
only upon whether or not the various factors that affect the rainfall- 
runoff relation during the period of simultaneous records were normal. 
Therefore, the longer the period of overlapping records the more 
reliable will be the results. 

Other Methods of Sstimating Yield* From time to time various 
other procedures have been suggested for estimating yield. One of 
the earliest of these was proposed by Vermeule®” in 1894. He was 
probably the first to recognize the importance of ground-water storage 
and to point out that there is a limit to the volume of this storage on 
any basin. This fact has also been discussed by Horton.*^ A number 
of articles describing this or related methods of predicting long-term 
yield are listed below. 

Storage and the Mass Diagram* When it is desired to use water 
at uniform or nearly uniform rates greater than the minimum dis- 
charge of a river, it is necessary to provide storage capacity in which 
to impound water during periods of high flow for use during periods 

C. C. Vermeule, New Jersey Geological Survey, vol. 3, p. 11. 

27 R. E. Horton, ^‘Maximum Ground-Water Levels,” Trans. Am. Geophys. 
Union, 1936, Part II, p. 344. 

28 F. F. Snyder, “A Conception of Surface Runoff,” Trans. Am. Geophys. 
Union, 1939, Part 'IV, p. 725; R. K. Linsley, Jr., and W. C. Ackermann, “A 
Method of Predicting the Runoff from Rainfall,” Trans. A£.C£., 1942, vol. 107, 
p. 826; C. R. Hursh, M. D. Hoover, and P. W. Fletcher, '‘Studies in the Balanced 
Water-Economy of Experimental Drainage- Areas,” Trans. Am. Geophys. Union, 
1942, Part II, p. 609; C. K. Cooperrider, H. 0. Cassidy, and C. H. Niederhof, 
"Forecasting Stream-Flow of the Salt River, Arizona,” Trans. Am. Geophys. 
Union, October 1946, p. 276; F. Paget, "A New Forecasting Curve for the 
Kaweah,” Trans. Am. Geophys. Union, June 1946, p. 389. 
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of low flow. The determination of the required storage capacity for 
various uniform use rates is a problem often encountered in hydro- 
logical investigations. It is recognized that many water uses are not 
uniform for all months of the year. However, the method described 
here for uniform use rates can be used with minor modifications for 
nonuniform use rates. In this discussion, evaporation from the reser- 
voir surface, leakage through the dam, and inflow from the adjacent 
drainage area are neglected. These factors also can be included when 
the fundamentals of the mass diagram method are understood. 

The mass diagram is a graphical representation of accumulated 
discharge versus time. The ordinates may be in acre feet, inches 
depth on the drainage basin (page 16), or any other unit of volume. 
Monthly discharges are usually used in deriving mass diagrams. A 
portion of a mass diagram is shown in Fig. 106. Because the differ- 
ence in the ordinates at the ends of a small segment of such a curve 
is the volume discharged during the time given by the Corresponding 
difference in the abscissas, the slope of the mass diagram at any point 
is equal to the rate of discharge at that time. In other words, the 
slopes of the mass diagram are numerically equal to the correspond- 
ing ordinates of the hydrograph. If, then, a mass diagram for a 
uniform use rate is plotted, it is a straight line such as ae in Fig. 106, 
which is drawn so that its slope is 100 cfs. Two other lines, parallel 
to ae and tangent to the mass diagram at points b and c, are also shown. 
During periods (a to b) and (c to b'), when the slope of the mass 
diagram is greater than that of the straight line ae, the river discharge 
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exceeds 100 cfs, whereas from 6 to c the flow is less than 100 cfs. If 
the reservoir is assumed to be full at a, then the line abdb' becomes 
a mass diagram of outflow with a minimum outflow of 100 cfs. 
Inasmuch as any point on this line represents the total outflow up to 
that time, and the point on the mass diagram of inflow abcdb' found 
on the same vertical line represents the total inflow up to that same 
time, the vertical distance between these two mass diagrams represents 
the amount the reservoir is drawn down at that time. Of course the 
greatest of these drafts is the size of reservoir needed during this period 
to provide a minimum flow of 100 cfs. 

The mass diagram provides the following information regarding the 
condition of the reservoir: 

1. From a to 6 the inflow rate exceeds the use rate and the reservoir 
is full and overflowing; 

2. At b the inflow rate is equal to the use rate and the reservoir is 
full but not overflowing; 

3. From b to c the use rate exceeds the inflow rate and the amount 
of drawdown is increasing; 

4. At c the use rate is equal to the inflow rate and the drawdown (s) 
is a maximum. 

5. From c to d the inflow rate exceeds the use rate and the draw- 
down is decreasing; 

6. At d the reservoir is full; and 

7. From d to b' conditions are the same as from a to b. 

It follows then that the greatest vertical distance (s) between bd 
and bed, which occurs at c, is the storage required to maintain a use 
rate of 100 cfs during the low flow period from b to c. The largest 
value, such as s for the entire period of record, is the minimum size of 
reservoir which would provide this uniform use rate. 
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Semiarld Regions 

Francis G* Christian and Walter J. Parsons, Jr. 


Although the same hydrologic laws apply in semiarid and in humid 
regions, the physical characteristics of the two areas are often so 
different that caution is needed in employing methods commonly 
accepted for one region, for the solution of problems arising in the 
other. The outstanding characteristic of hydrologic processes in semi- 
arid regions is variability. Consequently, many of the simplifying 
assumptions and short cuts that are useful in humid regions may not 
be applicable to arid regions. 

Variability in Time 

Hydrologic processes in semiarid regions are variable with respect 
to time. Long-term cycles or secular swings in climate are often 
important. Consequently, probability studies or computation of long- 
term means are very likely to lead to erroneous conclusions, unless 
consideration is given to the position of the period of record in the 
cycle or swing. Likewise, the marked variation, in semiarid climates, 
among the seasons of the year may require segregation of data by 
seasons. A combination of hydrologic factors common in one season 

This chapter has been contributed by Francis G. Christian, Supervising General 
Engineer, V. S. Army Engineer District, Sacramento, California, and Walter J. 
Parsons, Jr., Chief Hydrologist, U. S. Army Engineer District, Sacramento, 
California. 
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of the year may be virtually nonexistent during another season. 
Finally, a particular combination of factors may exist for only a few 
days in several years and may render hydrologic computations based 
on average values grossly erroneous. Another characteristic of semi- 
arid regions is that nearly all precipitation occurs during the winter 
and spring. 

Variability in Space 

Hydrologic processes in semiarid regions often vary greatly among 
different parts of even a single river basin. A high elevation zone may 
be the only part of a river basin in which precipitation is received 
regularly or in which winter snow accumulates in deep snow packs. 
In such a basin, 90 per cent of the runoff may originate in 
10 per cent of its drainage area. Therefore, runoff values expressed 
as discharge per square mile should be used with caution. Likewise, 
vegetative cover may vary radically across a basin. The variation 
from dense forests in a high elevation headwater area to barren desert 
along the lower courses renders average values of cover meaningless. 
Again, the slow rate of rock decay characteristic of semiarid regions 
tends to perpetuate geological differences among different parts of a 
basin, with resultant marked differences in infiltration capacities. 

Probability and Duration Studies 

In making probability or frequency studies of runoff in semiarid 
regions, an essential step is to determine the position of the available 
period of record in the long-term climatic cycle or swing. If the period 
of record lies entirely within a dry phase of the cycle, the results may 
differ substantially from those derived from another record within a 
wet phase of the cycle. Again, an analysis based on a period of record 
that is partially wet and partially dry may present a picture that is 
a meaningless average of two extremes or may contain a warp that 
is diflScult to interpret. A possible solution is to develop the data as a 
broad band, with the data from any particular year or period lying 
along an intermediate line parallel to the center line of the band. An 
illustration is provided by a duration study of runoff rates on Kings 
River in California, shown in Fig. 107. The derivation and use of 
flow-duration or frequency curves is discussed on page 278. 

In semiarid regions, because of marked variations in climate among 
different seasons of each year, segregation of data into seasonal frac- 
tions is often advantageous. For instance, it is usually best to divide 
a flood-peak series into two separate subseries, one containing all the 
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winter peaks caused primarily by rain, and the other containing all 
the summer peaks caused primarily by snowmelt. Each series is then 
analyzed separately and the final results combined, if necessary. In 
some cases, even more segregation is desirable, such as dividing the 
winter fiood-peak series into an early winter fraction caused by rain 
falling on dry, snow-free ground, a midwmter fraction caused by cold 
rain falling on wet, partially snow-covered ground, and a late winter 
fraction, caused by warm spring rains falling on an accumulated snow 
pack. Each of these segregated fractions is usually more consistent 
and easier to analyze. An illustration is a probability study of flood 
peaks on Kings River in California, shown in Fig. 108. 
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Precipitation Maps 

In order to determine usable precipitation values in mountainous, 
semiarid regions, it is usually necessary to develop a detailed isohyetal 
map for the drainage area. Because of the complex precipitation 
pattern that occurs in such regions and the sparsity and generally 
nonrepresentative location of precipitation stations, the usual proce- 
dures of determining basin mean precipitation, either by the Thiessen 
method (see page 81) or from the arithmetic mean of all station 
values, are often impractical. Because most precipitation stations are 
located near habitations at low elevations or in sheltered valleys, they 
do not measure precipitation on the high ridges. However, reasonably 
accurate isohyetal maps can be constructed by utilizing types of hydro- 
logic data not usually considered pertinent. Such diverse elements as 
snow-course data, seasonal storage-gage data, runoff records, forest 
cover maps, topographical maps, and evaporation data can be advan- 
tageously used. 

The first step in developing an isohyetal map of a semiarid basin is 
to draw a normal seasonal precipitation map. Data for such a map 
are easier to develop than data for a short period, because the basic 
relationship between precipitation and runoff becomes simplified when 
we deal with long-term normals. The basic formula is: Precipita- 
tion *= runoff -h evapo-transpiration losses dt the change in ground 
and channel storage. The simplified formula for a long period is: 
Precipitation — runoff 4- evapo-transpiration losses. Runoff for each 
unit of the basin can be determined from long-term stream-gaging 
records. Evapo-transpiration losses usually range from 15 in. per yr 
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for barren rocky areas to 36 in. for heavily forested areas. These losses 
can be estimated with fair accuracy from forest cover maps, with check 
values from those few favored areas in which both precipitation and 
runoff are accurately known. Solution of the basic formula for each 
unit of a river basin gives the average precipitation over that unit and 
serves as a guide to the construction of isohyetal lines. 

Another device is to construct average elevation-precipitation curves 
from precipitation data for stations at diverse elevations and then to 
apply these average curves to the topographical map. It is usually 
best to assign to each station an “effective elevation^^ based on the 
general elevation around each station, rather than to use the actual 
elevation. For instance, a station in a narrow, deep canyon usually 
receives a precipitation amount typical of the elevation of the sur- 
rounding plateau, rather than of the elevation at the bottom of the 
canyon. For best results, the topography around each station should 
be considered. On the lee side of a mountain range, the relationship 
between precipitation and distance from the main crest line may be 
more useful than the elevation-precipitation relationship. The annual 
precipitation may be estimated by adding to the snow-course data the 
probable losses from the snowpack and the rain which fell on bare 
ground. A forest cover map can also be used. For example, dense 
coniferous forest usually indicates an annual precipitation of more than 
40 in., whereas sagebrush areas usually indicate less than 15 in. of 
precipitation, etc. 

With the foregoing information, a normal seasonal isohyetal map is 
constructed by trial-and-error methods. Isohyetal lines are drawn 
through all known points and other points estimated by giving consid- 
eration to the topography and the degree of forest cover. These lines 
are adjusted successively until they produce the proper average pre- 
cipitation for each runoff unit of the basin. It is usually remarkable 
how the various hydrologic elements interlock to define closely the 
normal isohyetal map and how even minor errors in basic data can 
be detected. Such a normal seasonal isohyetal map will be found to 
be a very useful tool for constructing detailed isohyetal maps for 
individual years or for particular storms. 

Isopercdntal Mops 

In regions where the precipitation is largely controlled by the 
topography, the pattern of individual storms, or of rainfall for short 
periods, is often quite similar to the normal seasonal precipitation 
pattern. That pattern can be used as a model for determining the 
precipitation distribution during short periods. This determination 
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can be made most effectively by constructing an “isopercental map’' 
which shows the relationship between the normal seasonal pattern and 
the individual storm pattern. An illustration is shown in Fig. 109. 
The first step is to compute the ratios of the particular storm precipi- 
tation to normal seasonal precipitation at all reporting stations. If 
the storm follows exactly the normal seasonal pattern, all the ratios are 
the same, and the most probable storm isohyetal map is simply a 
scaled-down version of the normal seasonal map. If the ratios vary 
consistently across the region, the storm isohyetal map is a warped 
version of the normal seasonal map. The amount of the warp is deter- 
mined by drawing isopercental lines through the known points. The 
final storm isohyetal map can then be constructed by superimposing 
the isopercental map on the normal seasonal map. If the ratios vary 
erratically from station to station, and no rational isopercental pattern 
can be developed, it is probable that the storm does not follow the 
normal pattern, and the isopercental method is not applicable. By 
means of the isopercental method, a comparatively small number of 
stations can be used to develop a quite detailed isohyetal map. This 
forecasting device is particularly useful when speed is essential. It is 
often found that data reported by the first few stations closely define 
the basic storm pattern and subsequent reports only confirm the 
pattern. 

A further use of the isopercental map is to obtain basin mean values 
of precipitation directly, without going through the step of drawing 
a complete isohyetal map. As an illustration, if inspection of the 
isopercental map for a particular storm indicates that the mean 
isopercental value over basin A is 7.8 per cent, the basin mean precipi- 
tation over basin A for this storm can be computed directly by taking 
7.8 per cent of the normal seasonal basin mean for basin A. After the 
normal seasonal basin mean values have been determined by planim- 
eter, the basin mean for a whole series of individual storms may be 
computed. This computation is very useful for rapid forecasting 
work. 

An advantage of the isopercental method of estimating storm pre- 
cipitation values from a limited number of station reports is that this 
method largely eliminates systematic errors caused by imperfect distri- 
bution of stations. This advantage is particularly important in storm- 
forecasting work, since reports from several key stations are often 
missing during major storms, because of damaged communication 
lines. The mean of the stations which do report may differ radically 
from the true basin mean. With the isopercental method, each station 
which does report provides an independent estimate of the true basin 
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Fig. 109. Isopercental map, storm of 18-20 November in Central Valley, Calif. 


mean, and additional reports progressively increase the accuracy of 
the estimate without introducing any systematic change. 

Isochronal Maps 

In analyzing storm precipitation by mass curves, it is essential to 
obtain accurate time data for all stations. Since many nonrecording 
stations fail to report the times of beginning and ending of precipitation 
and other critical time data, and since even recording stations may 
have serious errors in time, it is best to consolidate all available time 
data on an “isochronal map.” Such a map shows, for a basin or area, 
the time contours of soipe key time element in a storm, such as begin- 
ning of precipitation. 

An illustration is shown in Fig. 110. When such a map is prepared. 
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the time that the selected event occurred at each station is first plotted 
on the map. An approximate set of time contours is then drawn 
through the known points with due consideration to the general weather 
synoptic map. Next, the individual station values are compared with 
the time contours to discover inconsistencies. The common reporting 
errors of 12 or 24 hr are easily detected by the method, and personal 
errors of observers are largely eliminated. Sometimes, re-examination 
of the original records of inconsistent stations uncovers errors of 
transcription. After all apparent errors have been eliminated, the 
time contours are successively readjusted until they represent the most 
probable time progression across the basin. Finally, derived time 
values are taken from the map for those stations which had missing 
time values or for basin units that did not contain stations. By this 
method, use is made of all available time data within the region, instead 
of relying solely on time data from the nearest station. In preparing 
an isochronal map it is best to cover an area several times larger than 
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the particular basin being studied. In this way the general trend of 
storm movement can be traced more readily. 

Tronsposiflon of Storms 

Because of the characteristic variability of precipitation in semiarid 
mountainous regions, direct transposition of either isohyetal patterns 
or depth-area values from one river basin to another may lead to quite 
unreasonable results. The observed storm isohyetal pattern over a 
river basin represents the unique effect of that basin^s topography 
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on the moving air masses and different patterns will inevitably result 
on different basins. Under such variable conditions the isopercental 
method of storm transposition can be used. In this method, only the 
isopercental pattern of the prototype storm is transposed to the other 
basin. New values of precipitation are computed from this isoper- 
cental pattern, and the average annual precipitation map of the new 
basin. In transposing isopercental patterns, the storm axis, in order 
to better fit the new basin, should be rotated with extreme caution, if 
at all. In regional studies, comparison of storms over different basins 
can be made by comparing percental-area values instead of depth-area 
values. 

A more generalized method of comparing and transposing storms, 
which has been used along the eastern portion of the Sacramento- 
San Joaquin Basin in California, is illustrated in Fig. 111. This major 
river basin extends in a north-south direction from latitude 40° to 
latitude 35°. Figure 111a summarizes isopercental values from four 
maximum storms that are centered at 39° 30', 38°, 36° 15', and 35°. 
The diagonal parameter lines envelop maximum isopercental values 
in the several storms and provide a generalized pattern of storm poten- 
tial throughout the entire region. From these generalized data, detailed 
depth-area data are derived for sub-basins A and B, located within the 
major basin at 37° 36' and 37° 15' respectively. Figures 1116 and 111c 
show these derived data for sub-basins A and B respectively. On each 
of these diagrams, the upper curve represents depth-area data meas- 
ured from the average annual precipitation map for that sub-basin. 
The lower curve on each diagram is derived from the upper curve by 
using the proper percental values from the upper envelope diagram. 
The resultant envelope depth-duration curves for each sub-basin are 
as severe as any storm observed in this region and can be used to 
develop design floods for that sub-basin. 

Infiltration Analysis 

The characteristic variation of hydrologic factors within a river 
basin in semiarid regions often renders the computation of overall 
average infiltration values for a river basin quite misleading and of 
little value. A low-level desert portion of a basin may have a large 
infiltration capacity, but it does not receive enough precipitation to 
utilize that capacity. The storm precipitation over a high level moun- 
tain area may fall as snow which cannot infiltrate until it melts, 
sometimes months later. It is therefore often necessary to divide a 
river basin, insofar as possible, into small homogeneous zones before 
attempting to derive infiltration values. 



2H 


HYDROLOGY 


Infiltration values derived from even completely segregated areas 
should not be used for design-flood synthesis until these values have 
been correlated with a seasonal time factor. Infiltration values 
derived from a flood which occurs immediately after a characteristic 
summer drought may be very large and not applicable to a midwinter 
storm falling on thoroughly wet ground (see Fig. 41). In contrast, 
inflltration values from a midwinter storm are not applicable to an 
early winter storm when the ground is still dry to deep levels. It is 
therefore necessary to explore the seasonal variations in infiltration 
capacity and be sure that the selected infiltration value is applicable 
to a selected storm precipitation. A convenient method is to relate 
infiltration capacity at any time in the wet season to the accumu- 
lated infiltration from the beginning of the wet season to the given 
time. The infiltration value for each interval of a flood synthesis can 
then be taken from this relationship curve. 

The presence of a snow blanket over all or a portion of a river basin 
inevitably changes the infiltration rates of a basin. When rain- 
fall is small in proportion to the depth of the snow (less than 5 per cent 
of the water equivalent of the snow), the entire rainfall may be 
absorbed by the snow, and none is available for infiltration. If 
enough rain falls to saturate the snow and reach the ground, the 
percolating water may be so cold that it infiltrates at significantly 
lower rates than rain falling on bare ground. On the other hand, the 
obstructing effect of the snow on overland flow may hold water on 
the ground deeper and longer than normally occurs on bare ground, 
with a resultant increase in the total infiltration. The net effect of 
these various factors is difficult to determine and can only be approxi- 
mated. 

The most practical method of providing for all these variable infil- 
tration factors in a computation of basin mean water excess for flood 
synthesis is to divide the river basin into several homogeneous zones 
on the basis of elevation (or another characteristic) and to compute 
water excesses for each zone from the estimated precipitation and 
infiltration values for that zone (see also pages 103-121). These 
water excesses are then combined to give a basin mean or total. In a 
synthesis of this kind it is often found that the water excesses from 
different zones are quite out of step with each other, so that the basin 
mean pattern at a given moment is markedly different from the pattern 
of any one zone or even of the storm. Low-elevation zones may be 
very dry at the beginning of the storm and not produce any water 
excess until late in the storm after the greatest rainfall rates have 
passed. Again, precipitation on high-elevation zones may be largely 
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snow and may fall as rain only during the middle of a storm, so that 
infiltration starts and stops at times which differ considerably from 
the corresponding infiltration times at low elevations. At inter- 
mediate elevations, progressive melting away of snow to higher and 
higher elevations introduces other infiltration patterns. The sum-* 
mation of all these patterns is a complex pattern which would be almost 
impossible to compute as a basin mean in a single step. 

Unit Hydrographs 

In semiarid regions where hydrologic factors tend to be quite vari- 
able, application of the unit hydrograph technique is very difficult, 
since the underlying premise of that technique is the essential constancy 
of hydrologic factors over a river basin. However, effective use of 
this method can be made if the following substitutions and limitations 
are accepted. 

First, it is often necessary to substitute a standard areal pattern 
of precipitation for uniform areal precipitation. As an illustration, a 
basin that consistently has twice as much precipitation over the head- 
water area as over the lower area should still produce a usable unit 
hydrograph. 

Second, it is often necessary to substitute a standard time pattern 
of precipitation during each time period for constant precipitation. 
For example, a basin which consistently receives its storm precipita- 
tion in a series of diurnal waves in which, let us say, over 75 per cent 
of each day’s precipitation occurs in the second and third quarter of 
the day, with 50 per cent of it in the second quarter, should still pro- 
duce a usable 24-hr unit hydrograph. Under these circumstances, 
the peak value may be much larger than from a comparable humid 
basin with uniform precipitation. 

Analysis of flood hydrographs of record often may indicate the 
existence of a family of unit hydrographs rather than a single unit 
hydrograph. However, such a family of unit hydrographs may be 
usable if the trend through the family can be related to a consistent 
change in one or more hydrologic factors. For instance, the pro- 
gressive change in soil moisture during a winter wet season, from 
very dry in October (at the end of the summer dry season) to very 
wet in March (at the end of the wet season), may result in a pro- 
gressive flattening of the unit hydrograph from very sharp in October 
to very broad in March. (See Fig. 112.) Each member of the family 
of unit hydrographs may be usable if it is limited to the proper phase 
of the annual cycle. 

Again, the trend may be related to the position of the snow line. 
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(See Fig. 112.) With a snow line at the 7000-ft elevation, the effective 
contributing area may be only 400 square miles, all in the lower part 
of the basin. With a snow line at 9000 ft, the effective area may be 
600 square miles, with a resultant change in the unit hydrograph. Each 
member of the unit hydrograph family may be usable if it is limited 
to the proper elevation of the snow line. During a prolonged storm 
when the condition of the basin changes significantly during the 
course of the storm, it may be necessary to change from one unit 
hydrograph to another, as the storm progresses. Therefore it is seen 
that considerable ingenuity is necessary to make use of the unit 
hydrograph in semiarid regions. Frequently conditions are too com- 
plex to permit any reliable analysis by this technique. 

Stream Gaging 

Although a general discussion of stream gaging is presented in 
Chapter 12, the gaging of streams in a semiarid region requires con- 
sideration of many factors normally not important in humid regions. 

First, the range of flows is often very great, from zero in the 
summer dry period to very high during major winter floods. It is 
therefore necessary to design stream-gaging facilities for an unusually 
wide range of stages. Because of the long interval between large 
floods, old high-water marks may have completely disappeared and 
an intensive search is necessary to determine the proper height of 
gage houses and cableways. Furthermore, the flow pattern during 
high floods may differ significantly from that during normal low flows, 
so that a measuring section selected on the basis of an observed flow 
pattern during low flows may be unusable during rare high floods. 
Since the interval between high floods is often impracticably long for 
direct observation, it is frequently necessary to supplement observa- 
tion of flow conditions by hypothetical computations, prior to the 
building of gaging facilities. 

Second, the prolonged dry or low-water periods that are charac- 
teristic of streams in semiarid regions permit vegetation to invade 
stream channels and to obstruct them to a variable extent before the 
next high-water period. As a result, ratings tend to be variable and 
dependent on the length of time that has elapsed since the last major 
flood. Regular maintenance cleaning of the control sections or even 
the provision of an artificial gravel blanket may be necessary to 
inhibit vegetative growth. 

Third, flows in streams draining semiarid areas are usually of too 
short duration to develop a stable channel section, and occasional 
high flood flows may change the cross section radically. After a 
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large flood, the control may shift for several years as the channel 
cross section slowly returns to one consistent with low flows. In 
extreme cases, an apparently stable channel that has been used for 
years may be entirely abandoned after a flood, and a new channel 
may be developed in a different location. During the change-over, 
the stage at the gage may bear no discernable relation to the flow. 

Finally, high flows during rare floods may carry so much sediment 
that they behave as heavy sand-water or mud mixtures, rather than 
as normal water. Under these circumstances, flow conditions are 
radically different, and slope-area computations based on normal 
formulas and constants may give erroneous results. One source of 
error in such computations may be the use of low values of the rough- 
ness factor that are proper for moderate flows, instead of the extremely 
high values that probably occur with a sand-water mixture. Another 
error results from considering the entire cross-sectional area below 
the high-water profile as effective for flow. It is often probable that 
at the time of peak flow several feet at the bottom of the cross section 
may be temporarily occupied by a slow-moving mass of sand that is 
subsequently swept away before the cross section can be surveyed. 
Another error results from the extreme surges which often develop 
in a stream that is eroding and changing its cross section. Such 
surges may deposit debris far above the average water surface. A 
flood plane based on such debris may be erroneously high. In view of 
all the difficulties mentioned before, slope-area computations of peak 
flows on such streams should be used with great caution. 
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Snow 

Walter T. Wilson 


Of the approximately 30 in. of mean annual precipitation in the 
United States, about 4 in. occurs in the form of snow. The proportion 
of snow to rain increases with latitude and altitude, varying from 
almost zero at some of the southernmost stations, to nearly 100 per 
cent at high mountain stations in the North and West. This is par- 
ticularly true in the Far West, where there is little summer precipita- 
tion. 

The relatively small fraction of the total precipitation which occurs 
as snow has an importance that is out of proportion to its magnitude. 
Because of the low evaporation loss from snow and the delay in its 
melting, a large portion of it often remains on the ground for long 
periods. With a low rate of release by melting, nearly all of it enters 
the soil, whereas with a rapid rate of melt, it often runs off quickly, 
causing floods. As distinguished from rain, the accumulation of snow 
on the ground and on structures makes it important in connection 
with winter sports, agriculture, traffic, and the design and location of 
highways, railways, buildings, and power and telephone lines. The 
fact that the availability of water from snow depends on both its 
occurrence and its melting makes the study of snow more complicated 


The author of this chapter is Walter T. Wilson, Hydrologist, U. S. Weather 
Bureau. 
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than that of rain. Much has been learned in recent years about the 
physical properties of snow^ and of the processes involved in melting 
and the release of water. However, much of the practical knowledge 
applied to snow in the United States is empirical, largely because 
the application of physical laws is rendered difficult by the great 
variations in time and place of the quantity and properties of snow, 
and because of the several processes of heat transfer involved in the 
melting processes. 

Definitions, Forms, and Formation 

For practical purposes, snow may be regarded as any frozen form of 
precipitation, with the exception of hiail, which is ordinarily a warm- 
weather phenomenon. This broad definition includes graupel, sleet, 
freezing rain, and deposits of frost and rime. Even rain falling on a 
snowpack and being held there, by freezing or capillary forces, may 
be included. The amount of snowfall is usually expressed in terms 
of its water equivalent, which is defined as the depth of water that 
would result from melting the snow. 

New snow consists of relatively small flat ice crystals having 
familiar hexagonal shapes, though tiny needles and other forms 
frequently occur, too. These primary crystals fonn and grow on 
suitable condensation nuclei in the atmosphere, at temperatures below 
freezing. This process is not entirely understood, as it is complicated 
by the existence of supercooled water droplets at very low tempera- 
tures. Ordinarily, snowflakes comprise an aggregate of several of 
these primary crystals, which collide and adhere as they fall. Much 
of the rain in the United States consists of water drops which origi- 
nated as snow particles, but melted while falling and grew by vapor 
exchange, collision, and other processes. 

Areal Distribution and Frequency 

Figure 113* shows the distribution of average annual snowfall 
throughout the United States. It may be observed from this map that 
the amount of snow increases northward from the Gulf of Mexico. It 
may be seen from the map that altitude is also an important factor, 
particularly in the West. 

Within the large-scale climatic pattern of Fig. 113, variations in 
seasonal snow accumulation are related to the influence of topography, 

^See publications of the Snow, Ice, and Permafrost Research Establishment, 
U. S. Army Corps of Engineers". 

*U. S. Department of Agriculture, ‘‘Climate and Man,” Yearbook Agr., 1941, 
p. 227. 
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of which elevation is the predominant factor. Other topographic 
parameters are orientation, size of exposure sector, and steepness of 
slope.® Size of exposure sector distinguishes sheltered canyons from 
open prairies. 

At any particular location, snow deposit may diminish with eleva- 
tion, as indicated by the fact that wind-blown crests are relatively 
bare. However, deposits of snow may cling on the lee side of crests 
in the form of cornices. Windward slopes of small hills may fre- 
quently be swept clear of snow, whereas snow is deposited in the lee — 
much as with a snow fence. Snow accumulates in concavities even 
as small as plow furrows and is relatively shallow on projecting fea- 
tures of micro-relief. Individual trees and even small structures often 
have important effects, as everyone knows who has shoveled his drive- 
way or sidewalk. Obstructions a few feet high commonly produce 
drifting to twenty times their height on the lee side and to as much 
as five times their height on the windward side. It is often difficult 
to determine whether observed variations result from one or more of 
the foregoing causes or from observational errors.* Observational 
errors include those of weighing and measuring during cold, windy 
weather and failure to get a satisfactory core with a snow tube. For 
example, with freezing weather and a snowpack containing wet snow 
in its lower strata, the cold tube may clog when it reaches the wet 
snow and chill the snow to freezing. 

With respect to variability of seasonal snowpack,® in general, for 
regions where appreciable snowpack accumulates, the maximum 
recorded seasonal snowfall is about twice the mean annual. This 
two-to-one ratio corresponds to a frequency of about 1 yr in 50, al- 
though most periods of record are too short for accurate determination. 
For a frequency of once in 10 yr, the seasonal fall is about 60 per cent 
more than the mean annual. 

The so-called lake effect is noteworthy;® in the Great Lakes region, 
stations on the lee shore of the lake receive more snow than stations 
farther back, or than those on the opposite shore. The air passing 
over these lakes in wintertime is heated from below by the relatively 

*W. C. Spreen, “A Determination of the Effect of Topography upon Precipi- 
tation,” Tram, Am, Qeophys, Union, 1947, No. 2, pp. 286-290. 

^ W. T. Wilson, “Analysis of Winter Precipitation Observations in the Coopera- 
tive Snow Investigations,” Monthly Weather Rev,, July 1964, pp. 183-199. 

* R. D. Tarble and W. T. Wilson, “Estimated Frequencies and Extreme Values 
of Snow-pack Water Equivalent at Major Cities in U. S.,” Tram, Am, Geophys, 
Union, vol. 33, pp. 871-880, 1962. 

®B. L. Wiggin, “Great Snow of the Great Lakes,” Weatherwiae, December 
1950, pp. 122-126. 
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warm water and becomes unstable. At the same time, these air masses 
pick up water vapor in passing over the lake. Snow flurries result 
when the air masses reach the far side and are forced to rise by the 
adjacent land mass. 

Forest cover has an important influence on the accumulation and 
melting of snow.^ A very dense cover may intercept a large part of 
the total fall, some of which may be blown into nearby clearings 
where the average accumulation usually exceeds that under the trees. 
The snow that reaches the ground under forest cover is protected 
from melting and evaporation by the forest canopy, which shades it 
and prevents the free circulation of air in contact with the snow. The 
net effect of forest cover is usually that the snow remains on the 
ground longer than in nearby open areas. 

Seasonal Distribution and Extreme Occurrences 

The seasonal distribution of snowpack is a function of the amount 
of fall and of the rate of melting. At stations having only a few 
falls per year, the maximum rate of fall and the maximum depth 
may occur with nearly equal likelihood anytime when the weather is 
sufficiently cold. At many mountain stations, snow has fallen every 
month of the year. At stations where great packs accumulate, the 
maximum depth usually occurs in January or February. The greatest 
water equivalent in the pack usually occurs in April, and ordinarily 
by late June almost all the snow has melted. Figure 114, from 
“Climate and Man,^^ shows the average duration of snow cover of 
1 in. or more depth in number of days per year. 

Table 27 lists for selected first-order stations in the United States 
the mean seasonal snowfall, maximum seasonal snowfall, maximum fall 
occurring in 24 hr, the maximum recorded depth on the ground, and 
the average first date of 1 in. or more of snowfall. The period of 
record averages 50 to 60 yr for most of these stations. In a few in- 
stances, the figure given for seasonal maximum is for a calendar year 
instead of a single snow season. 

At mountain stations, orographic falls of snow exceeding 5 ft in 
one day have occurred occasionally, but very few cities have experi- 
enced storms depositing snow at rates exceeding 1 in. per hr. Con- 
verted to water equivalent, this rate of rainfall is not very heavy. 
With moisture charge great enough for precipitation to occur at rates 
much higher than this, the air temperature has to exceed 32® F, and 
rain instead of snow occurs. 

^H. G. Wilm, “The Influence of Forest Cover on Snow-melt,” Trans, Am, 
Oeophys, Union, No. 4, 1948, pp. 547-666. 
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Fig. 114. 
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TABLE 27 


Station 


Snowfall 

in Inches 


Average 
1st Date 
of 1 in. or 
More of 
Snowfall* 

Mean Max. 

Seasonal Seasonal 

Max. 

24-hr 

Max. 
Depth 
on Ground 

Albany, N. Y. 

49.2 

110.0 

30.4 

46.0 

Dec. 2 

Albuquerque, N. M. 

7.3 

23.4 

6.8 

6.8 

Dec. 24 

Alpena, Mich. 

64.9 

136.1 

16.8 

33.0 

Nov. 17 

Atlanta, Ga. 

2.5 

13.2 

8.3 

8.3 

Jan. 17 

Baker, Oreg. 

40.7 

71.6 

16.7 

18.6 

Nov. 23 

Bismarck, N. D. 

34.3 

88.3 

13.5 

22.4 

Nov. 7 

Boston, Mass. 

42.8 

89.2 

16.5 

23.0 

Dec. 14 

Charles City, la. 

40.0 

67.2 

17.5 

30.0 

Nov. 26 

Chicago, 111. 

33.0 

64.1 

14.9 

24.7 

Dec. 6 

Cincinnati, Ohio 

18.3 

40.4 

11.0 

13.5 

Dec. 16 

Cleveland, Ohio 

40.4 

80.9 

22.2 

19.0 

Nov. 28 

Columbia, Mo. 

20.0 

46.2 

12.8 

13.0 

Dec. 19 

Dallas, Tex. 

2.7 

9.8 

7.1 

7.1 

Jan. 11 

Denver, Colo. 

55.2 

118.7 

23.0 

32.6 

Oct. 27 

Detroit, Mich 

40.7 

78.0 

24.5 

26.3 

Dec. 1 

Little Rock, Ark. 

4.8 

26.0 

13.0 

15.0 

Jan. 15 

Tucson, Ariz. 

1.1 

6.0 

3.5 

3.5 

Jan. 10 

Washington, D. C. 

20.8 

54.4 

25.0 

34.2 

Dec. 22 

Wichita, Kan. 

14.2 

39.7 

12.3 

12.0 

Dec. 18 

Yellowstone National 





Park, Wyo. 

90.6 

143.4 

13.1 

35.6 

Oct. 12 


* H. C. S. Thom, “Probabilities of One-inch Snowfall Thresholds for the 
Monthly Weather Rev.^ 1957, vol. 85, pp. 269-271. 

Probably the greatest snowpack ever observed on the North Ameri- 
can continent was measured March 30, 1946, at Loch Lomond snow 
course in British Columbia. It had an average water equivalent of 
146 in. and a depth of 305 in.® The greatest depth of snow observed 
in the United States was at Tamarack, California, March 9, 1911 — 
454 in. The water equivalent was not measured. The average 
seasonal fall at Tamarack is 449 in., with an average depth on the 
ground March 15 of 144 in. During the winter of 1906-1907, 884 in. 
of snow fell at this station and in January 1911, 390 in. of snow fell.® 

8 R. C. Farrow, “Report of Committee on Snow, 1947-1948,” Trans. Am. 
Geophys. Union, June 1949, pp. 444-451. 

® Malcolm Sprague, “Monthly and Seasonal Distribution of Snowfall in 
California,” Monthly Weather Rev., No. 62, 1934, pp. 438-441. 
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On February 2, 1896, at Galveston, Texas, 16.4 in. fell and as much 
as 2 ft fell at places east of there, near the Gulf Coast. 

Most snow falls at temperatures near 30® F. Although it is never 
“too cold to snow,” very cold air has extremely little moisture charge 
and can support only low rates of precipitation. For example, in 
Arctic regions the annual snowfall measurements seldom exceed 10 in. 
water equivalent. On the other hand, snow has been known to fall 
through shallow layers of warm air having temperatures higher than 
60® F at the ground surface.^® 

Where snowfall is so great and melting so little that the snow cover 
persists perennially, this old snowpack is called neve or jim and is very 
dense. Such deposits are usually small in the United States, except 
in Alaska, and confined to sheltered exposures at high elevations. A 
snowpack becomes an ice field when it is so dense that the voids or 
air pores are no longer connected. Glaciers may be distinguished 
from these perennial snow or ice fields by their plastic fiow, usually 
of several feet per year. At the upper end of a glacier, the average 
excess of snow accumulation over melting approximately compensates 
for the glacier^s downward movement. At the lower end or terminus 
of the glacier, the elevation is reduced enough for higher tempera- 
ture, more melting, and possibly less accumulation of snow to occur. 
Thus a position of balance with the glacier^s downward movement is 
maintained. Since about 1900, this balance has been at least tempo- 
rarily upset by a small but definite upward trend of temperature in 
the United States which has resulted in a recession of most glaciers. 

In the Sierras of central and southern California, and in Colorado, 
glaciers are usually found at elevations above 12,000 ft. Farther 
north, and especially near the Pacific Coast, where phenomenal falls 
of snow accumulate, glaciers are found at lower elevations. An exam- 
ple is Nisqually Glacier on Mt. Rainier, which extends down to less 
than 6000 ft elevation. 

One type of glacier, entirely different from glaciers found in the 
high mountain valleys of the United States, is known as an ice cap, 
a prominent example of which covers most of Greenland. Fragments 
of these ice caps and glaciers break off from their lower edges at coast 
lines and become icebergs. Reference may be made to the chapter 
by Matthes in Meinzer^s Hydrology^^ for a comprehensive discus- 
sion of glaciers. 

P. McAuliffe, **Sleet and Snow at Unusually High Temperatures,” 
Monthly Weather Rev,, No. 57^ 1029, p. 460. 

BJ. Meinzer, editor, ^Thysics of the Earth, IX,” Hydrology, Chapter on 
Glaciers by F. E. Matthes. 
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Physical Properties off the Snowpack 

Density^ The specific gravity of freshly fallen snow varies over a 
wide range but the average is about 10 per cent, or, in other words, 
a 10-in. column of new snow contains about 1 in. of water. However, 
the longer the snow remains on the ground, the denser it becomes. 
This is a result of packing, alternate thawing and freezing, conden- 
sation, and the presence of absorbed rainfall and melt water. Specific 
gravities of 20 or 30 per cent are common, and values as high as 50 
or 60 per cent occur occasionally.’ ^ 

To translate seasonal fall into approximate water equivalent of 
accumulated snowpack,’® empirical relationships may be applied. 
The proportion of total seasonal fall which contributes to the maxi- 
mum pack for the season seldom exceeds 70 per cent at most stations. 
The remaining 30 per cent or more is comprised of falls occurring too 
late in the season and of losses from evaporaticm and melting prior 
to the time of maximum accumulation. 

Structure. In the autumn, initial flurries of snow^ may fall on bare 
ground and melt. But eventually, because of cooling of the air and 
ground and additional falls of snow, a seasonal pack begins to 
accumulate in cold regions. In the intervals between successive falls 
of snow there may be slight melting at the upper surface of the snow- 
pack. A crust may be formed by intermittent melting and freezing. 
Such crusts persist, under subsequent falls of snow, as identifying 
boundaries which mark in profile the top of each deposit of snow. 
These deposited layers have a tendency to follow the configuration 
of the underlying ground surface, as does the entire snowpack. 

As the snowpack ages during the winter and spring season, the 
snow crystals undergo change. The flaky, feathery texture of the 
original hexagonal crystals gives way to a granular structure, due 
to circulation of water and water vapor and to intermittent melting 
and freezing. As this process continues, the snow grains merge and 
enlarge, until, after several months, they may assume the appearance 
of rock salt and are referred to as “corn” snow. This process is 
associated with settling and an increase in density of the snow. 

Wafer Storage and Movement. When warm weather causes melt- 
ing, or when rain occurs, water percolates to the lateral crusts or ice 

Engineering Manual for Civil WorkSf Part III, Chapt. 5, Hydrologic and 
Hydraulic Analyses,” War Department, Office of the Chief of Engineers, Wash- 
ington, D. C. 

R. D. Tarble and W. T. Wilson, ‘‘Estimated Frequencies and Extreme Values 
of Snow-pack Water Equivalent at Major Cities in the U.S.,” Trails. Am. Geophys, 
Union, vol. 33, pp. 871-880, 1962. 
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layers. Because of the relatively great density and intimate particle 
contacts along these crusts, water is conducted laterally within them. 

Usually, after lateral movement of only a few feet on or through 
these crusts, gravity forces overcome the capillary forces, and the 
water breaks through the layer. This break-through may result 
from the building up of perched water tables melting through where 
relatively warm water accumulates, or from local variations in the 
permeability or structure of the snow. Because of the coarseness 
of its texture, most snow seldom supports capillary columns greater 
than 1 in. 

Experiments with cores of snow to which cold water has been 
applied and allowed to drain show that seldom is the liquid water 
content of the snow more than 5 per cent of the total water equivalent. 
This percentage indicates the maximum capacity of a natural snow- 
pack for storing water in liquid form.^^ Values greater than this 
may be regarded as transient. 

Recession curves of streamflow from melting snow on small water- 
sheds of thin soil mantle indicate very little storage and rapid rate of 
drainage. Laboratory and field experiments indicate as a rough 
average for deep mountain snowpacks that the lag due to percolation 
of melt water or rain water through the snowpack is about 1 hr, plus 
^ hr for each foot depth of the snow. In many drainage areas of 
appreciable size, the lag due to percolation through the snowpack is 
so small compared to the lag in the soil and channels that its effect 
may be ignored and included in the aggregate average basin charac- 
teristics.^® 

Evaporation 

The principles that govern evaporation from snow are the same as 
for evaporation from water and soil (see page 196). However, the 
vapor pressure at the snow surface is limited by a maximum snow 
temperature of 32® F, whereas water and soil temperatures may be 
much higher. Furthermore, the air over a snow surface is usually 
more stable than over water; thus the amount of turbulent mixing 
is reduced. If water evaporation formulas are applied to conditions 
that exist during snow cover, rates of less than 1 in. per month are 

R. W. Gerdel, “Physical Changes in Snow Cover Leading to Runoff, Espe- 
cially Floods,’^ Proc., General Assembly, Intern, Assoc. Sci. HydroL, Oslo, 1948, 
vol. 2, pp. 42-^, 1949. 

W. G. Hoyt, “Some Chai^cteristics of Winter and Non-winter Floods in the 
St. Lawrence River Drainage Basin,” Proc. Central Snow Conference, £. Lansing, 
Mich., 1941, pp. 176-192. 
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usually obtained. Evaporation losses from a snowpack are balanced 
to some extent by condensation on the snow during periods of high 
humidity, when the vapor pressure in the air is greater than the 
saturated vapor pressure at the temperature of the snow surface. 

Attempts to measure evaporation from snow as a residual in the 
hydrologic storage equation or by successive snow surveys during 
periods of no melting and no precipitation are inconclusive. Compari- 
sons between accumulated snowpack and accumulated snow received 
in a precipitation gage protected from evaporation loss by an oil film 
are also inconclusive. These methods provide no way to interpret 
the effects of changing weather during the periods covered. Errors 
due to differences in exposure, to sampling, and in estimating large 
elements other than evaporation are so great as to obscure evapo- 
ration, which is usually a small residual. 

In attempting to determine evaporation from a land surface by 
the use of turbulent exchange methods, Thornthwaite and Holzman 
(see Chapter 7) made their observations during a period which 
included a few days of snow cover. Their results showed that net 
evaporation exceeded condensation but still averaged less than 0.01 in. 
of water equivalent per day. 

Pans have also been used to determine evaporation from snow. 
However, the pan itself influences the evaporation from the snow 
it contains. It has a tendency to trap heat and moisture, and the 
unnatural wetness of the confined snow probably leads to more 
evaporation than from snow in situ. Pan observations by Church,^® 
Horton,'^ Croft,^^ Kehrlein,^'* and others, over many years and under 
a wide variety of conditions, indicate that evaporation from snow 
seldom exceeds 1 in. of water equivalent per month. Daily amounts 
are usually small enough to neglect among the large uncertainties of 
the more important hydrologic elements. 

Sublimation is defined as direct loss of vapor from a solid, without 
the solidus passing through the usual intermediate liquid state. It is 
difficult and seldom necessary to distinguish between evaporation and 
sublimation from snow. 

^®J. E. Church, ‘^Evaporation at High Altitudes and Latitudes,” Trans. Am, 
Geophys. Union, 1934, Part II, pp. 326-351. 

R. E. Horton, “Water Losses in High Latitudes and at High Elevations,” 
Trans. Am. Geophys. Union, Part II, 1934, pp. 351-379. 

i®A. R. Croft, “Evaporation from Snow,” Bull. Am. Meteorol. Soc., October 
1944, voJ. 25, pp. 334-337. 

1® Oliver Kehrlein, Eugene Serr, R. D. Tarble, and W. T. Wilson, “High Sierra 
Snow-ablation Observations,” Proc. Western Snow Conference, April 1953, pp, 
47-52. 
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The Melting Process 

Snow melts as a result of the transfer of heat to the snow from the 
atmosphere, from warm rainfall, from the soil, and by radiation. 

Because of the low conductivity of air, very little heat can be 
transmitted to the snow from still air. However, when air is in motion, 
the turbulent mixing process constantly replaces the air that is in 
contact with the snow with a new supply of warm, moist air. The 
atmospheric heat is transmitted to the snow by two processes: by 
the conduction of heat from the air to the snow and by condensation 
of atmospheric water vapor on the snow surface. The combined 
process may be expressed by the following simplified equation: 

Melt== y[Xi(ra-32°) + KaCpa-e.ll)] 

in which V is the wind velocity at a point above the snow, Ta is the 
air temperature above the snow in degrees Fahrenheit, and Pa is 
the vapor pressure above the snow in millibars. The term (Ta — 32°) 
is the temperature gradient between the snow surface (temperature 
32°) and the air a short distance above the snow. The term (pa — 6.11) 
is the corresponding vapor pressure gradient, with 6.11 as the pressure 
of saturated vapor at 32° F. The constants Ki and K 2 vary with the 
location and height of the instruments measuring 7, Ta and Pay 
the roughness of the surrounding terrain, and other factors. Attempts 
to use formulas of this kind have met with limited success. 

The quantity of heat carried to the snow by a given amount of 
warm rain water may be computed if the temperature of the rain is 
known and if it is assumed that the rain is cooled to 32° F. The heat 
lost by each pound of rain water is (Tr — 32) Btu, in which Tr is the 
temperature of the rain in degrees F. Because it requires 144 Btu 
to melt 1 lb of ice, each pound of rain water melts (Tr — 32)/144 
lb of snow. It follows that any depth of rain, P, provides the 
depth of water from snow melt, D, shown by the following equation, 
in which D and P must be in the same units: 

P{Tr - 32) 

144 ' 

It has been indicated*® that the temperature of the rain is usually 
about the same as the wet-bulb temperature. 

Warm soil, because its high density and specific heat, often 

*®W. T. Wilson, “An Outline of the Thermodynamics of Snow-Melt,” Trans, 
Am, Oeophys, Unions 1941, Part I, p. 182. 
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causes snow to melt as it falls. Matted vegetation between the soil 
and snow may provide a poor thermal contact and retard this process. 
An example of retardation is the rapid melting of snow falling on bare 
soil compared with the accumulation of snow on a nearby grassy 
surface. Once a snowpack becomes established and a relatively steady 
state exists, the conductivity of soil governs the rate of heat transfer. 
As a rough approximation, soil conducts heat about ten times as fast 
as snow. ♦ 

The thermal conductivity of soil varies manyfold with normal 
changes in soil moisture content. Temperature gradients in the soil 
underlying a snowpack are seldom great. Computations based on 
average moisture content and average temperature gradients indicate 
rates of heat transfer and of melting snow that are consistent with 
observed minimum winter flow of streams, which do not continue 
their autumn recession, but often flow at a rate of about 0.01 in. 
average depth of water per day over the drainage area. 

Heat is transmitted to snow both by long-wave terrestrial radiation 
and by short-wave radiation from the sun and sky. There is an 
exchange of heat by long-wave radiation between the snow and 
forest cover, atmospheric water vapor, and clouds. On cold, clear nights 
there is a net transfer of heat by long-wave radiation from the snow 
to interstellar space. 

The amount of heat received from short-wave solar and diffuse 
sky radiation varies with the thickness and distribution of cloud 
cover, the angle of incidence with the sun, the amount of forest cover, 
and the reflectivity of the snow surface which commonly varies from 
50 to 90 per cent. During an entire season, short-wave radiation is 
usually the principal cause of snow melt. However, during flood 
periods, when there is likely to be a dense cloud cover, this source 
is much less important. 

Fortunately, air temperature as observed in a standard shelter is 
related to the factors which govern both the transmission of heat from 
the atmosphere and radiation from the sun. Air temperature is a 
common factor in the various methods of heat transfer, and, because 
of air circulation, a single measuring point represents a considerable 
area and time. For these reasons the degree-day method is commonly 
used as a practical means for estimating snow melt. 

The degree-day method is based on the fact that air temperature 
at one or more index stations is the most important single meteoro- 
logical characteristic influencing the rate of snow melt resulting from 
atmospheric heat and radiation. Snow melt is approximately propor- 
tional to the number of degree-days above a base temperature, which 
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is usually taken as 32° This relationship may be expressed by 
the equation 

M = C{Ta - n) 

where M is snow melt in inches of water per day, C is the degree-day 
factor, Ta is the air temperature, and a temperature base, both in 
degrees Fahrenheit. 

The air temperature is the average daily temperature^ (average of 
the maximum and minimum for the day) for the snow area. In 
mountainous areas, if the temperature records are obtained at an 
elevation not representative of the snow field, the temperature may be 
corrected^^’^® by assuming a standard lapse rate of 3° F per 1000 ft 
of elevation. 

The degree-day factor varies from about 0.02 to 0.13 in. per degree- 
day. The smaller values are for areas sheltered by forest cover, whereas 
the larger ones are for unsheltered areas having a southerly exposure. 
For more average conditions representative of entire drainage basins, 
the factors usually are in the range from 0.04 to 0.10. A value of 0.05 
has been found to give good results for storm periods in Michigan. 
The degree-day factor usually varies with time of year and is higher 
when the sun is higher and the days are longer.^* 

Forecasting Streamflow from Melting Snow 

Seasonal Volume. In many drainage areas of the colder parts of 
the United States, a large portion of the annual precipitation occurs 
as snow and lies on the ground for several months, awaiting release 
by the melting temperatures of spring and summer. This lag of 
several months between the occurrence of precipitation and its result- 
ing streamflow allows seasonal water-supply forecasts to be made. 
This is particularly important in the West, where many valleys have 
dry summers. These forecasts are often made at the beginning of 
each month, January through May, with increasing precision as the 
season advances and an increasing portion of the seasonal precipita- 
tion has been observed, 

North Pacific Division, Corps of Engineers, U. S. Army, “Snow Hydrology,” 
1966, pp. 244-245. 

*8 Ray K. Linsley, Jr., “A Simple Procedure for the Day-to-Day Forecasting of 
Runoff from Snow-melt,^' Tram. Am. Geophya. Union, 1943, Part III, pp, 62-67. 

** L. L. Weiss and W. T. Wilson, “Snow-Melt Degree-Day Ratios Determined 
by Snow Laboratory Data,” Trans. Am. Geophys. Union, August 1968, pp. 681- 
688 . 
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One method of forecasting is based on snow surveys*®’*® that are 
frequently weighted according to elevation of the snow-survey station 
and the portion of basin area in each elevation zone. A curve of 
relationship between water equivalent of the snowpack and subse- 
quent seasonal volume of runoff is determined from previous records. 
Having established such a relationship, early spring snow survey data 
serves as a basis for estimating the subsequent season^s runoff. 

Inasmuch as the seasonal runoff from basins having great packs 
of snow usually occurs during about the same length of period each 
season, the greater the volume of runoff, the higher the peak rate is 
likely to be. This fact enables fair forecasts of the magnitude of the 
seasonal peak flow to be made several months in advance, but reliable 
forecasts cannot be made until the effects of possible rain or unusual 
temperature can be assessed, nearer the time of the peak. 

The United States Weather Bureau*^ uses precipitation data instead 
of snow surveys for making forecasts. This method has the advan- 
tage of a longer period of record on which to base the relationship 
and enables a better sampling of terrain parameters to be made. In 
this method, each station-month of record is weighted, both as to time 
of year and as to station characteristics. This computing is done 
by statistical methods, which integrate the many terrain factors 
without identifying the effects of each factor. Different weights for 
different stations express the combined effects of each station’s eleva- 
tion, orientation, exposure sector, etc. The monthly weights reflect 
the varying effectiveness of precipitation falling at different times of 
year. On the average, lower monthly weights are assigned the spring 
and autumn precipitation, which includes considerable rain, and higher 
monthly weights apply to winter precipitation, which is nearly all 
snow. The station records are subjected to double-mass analysis*® to 
accommodate changes in station exposure and method of observation 
during the period of record of each station. A further operation, 
when the record shows a basin-storage carry-over from season to 
season, takes into account the precipitation of earlier years. The use 

R. A. Work, H. G. Wilm, and Morlan W. Nelson, ‘TJse of Snow Surveys in 
Planning Regulation of Columbia River Floods,” Western Snow Conference, 
Victoria, B. C., 1961. 

2®H. P. Boardman, “Snow Surveys for Forecasting Streamflow in Western 
Nevada,” Univ. Nev. Agr. Expi. Sta., BuU No. 184, Reno, Nevada, 1949. 

2^ R. K. Linsley, Jr., and M. A. Kohler, “Recent Developments in Water Supply 
Forecasting from Precipitation,” Tram. Am, Geophys. Union, June 1949, pp. 427- 
436. 

2® C. F. Merriam, “A Comprehensive Study of the Rainfall of the Susquehanna 
Valley,” Tram, Am. Geophys. Union, 1937, pp. 471-476. 
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of both snow survey and precipitation data results in better seasonal 
forecasts than does the use of either type of data alone. 

Dally Rate$ of Stream/low from Melting Snow. When snow 
melt occurs rapidly over a short period of time, as is typical of the 
eastern portion of the United States, the resulting runoff has the same 
characteristics as that derived from rainfall, and the unit hydrograph 
(Chapter 8) may be used to predict runoff rates. 

Where snow melt continues during the entire spring and early 
summer, as in the mountain basins of the western portion of the 
United States, the relationship between snow melt and runoff is often 
represented by a double-mass curve in which accumulated runoff is 
plotted against accumulated degree days.'*® ”®*®^ A modification of 
this procedure has been described by Linsley.^^ 

Phenomena of Frozen Soil 

The heat conductivity of soil increases greatly with increased water 
content of the soil. Unless the soil mpisture content is known, the 
computations to determine the conduction of heat may be very ap- 
proximate. On the average, the annual temperature cycle in soil and 
rock is usually negligible at depths greater than 30 ft, and the diurnal 
cycle, as with snow, has negligible range at* depths much greater than 
1 ft. The lag in the annual temperature cycle increases with depth, 
and at depths of 15 to 20 ft it amounts to about 6 months, with the 
paradoxical result that the temperature at those depths is highest in 
winter and lowest in summer. 

The mean annual temperature of the upper stratum of soil is aliout 
the same as that of the lowest layer of the air. From the depth of 
negligible annual temperature variation downward, the soil and rock 
increase in temperature an average of about 1® F per 80 ft, with 
gradients ranging from about half to twice this value. The outward 
flow of heat from the interior of the earth averages about 3 cal per 
sq cm per month. 

In the extreme northern portion of central United States, the soil 
freezes nearly every winter to depths as great as 6 or 8 ft. The 
alternate expansion and contraction of the upper layer of soil, as 

North Pacific Division, Corps of Engineers, U. S. Army, ‘‘Snow Hydrology,” 

1066, p. 260. 

Stanley A. Miller, ‘‘Some Snow- Melt Runoff Characteristics,” Traria. Am. 
Oeophys. Union, October 1960, pp. 741-749. 

W. T. Wilson, “Some Factors Relating the Melting of Snow to Its Causes.” 
Proc, Central Snow Conference, vol. 1, December 1941, pp. 33-41. 

Ray K. Linsley Jr,, “A Simple Procedure for the Day-to-Day Forecasting of 
Runoff from Snow-Melt,” Trans. Am. Geophys. Union, 1943, Part III, pp. 62-67. 
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the water in it freezes and thaws, produce action known as heaving, 
which poses serious problems with highways and other structures. 
When moist soil freezes, it expands because of the formation of ice, 
which has greater volume per unit mass than water in the liquid 
state. When the expanded soil thaws, instead of immediately settling 
back into its original shape and position, cavities are formed. Water 
enters these cavities, and the next freezing cycle causes additional 
expansion. Soils of moderate texture usually cause the most trouble. 
Clay is too impervious to permit much transmission of water in this 
process, and sand is usually too well drained. The problem becomes 
very complicated in areas where there is great variability of soil 
properties from place to place. The solution to this problem is 
usually provided by good drainage. 

Permafrost is the condition that exists in regions where the soil 
is normally frozen to great depths and only a shallow surface layer 
thaws during the summer. In much of Canada, Alaska, and other 
extremely cold places permafrost is common. In general, permafrost 
requires a mean annual temperature a few degrees below freezing, and, 
in some places, depths of several hundred feet have been observed. 
Permafrost causes serious problems in construction work of nearly 
every kind. After a house built on permafrost is heated, the perma- 
frost under the house thaws. The released water cannot percolate 
readily into the surrounding permafrost, which remains frozen. The 
house then literally floats in a basin of mud, with unequal settlement 
at various places and times. To avoid this situation, it is common 
practice to build structures in the Arctic on well-drained gravel 
“mats,” or on piles which permit the circulation of air between the 
building and the soil. The heat from the building then does not 
thaw the underlying soil.^*^’’^^’'^^ 

Snow Loads on Structures 

Any structure subjected to snow or freezing rain should be designed 
for a snow load of at least 10 lb per sq ft. Although it is unlikely that 
snow will accumulate on roofs to the depths it reaches on the ground, 
Table 27 and the information given earlier about frequencies may be 
a safe guide. 

In addition to the static loads of snow resting on a roof or other 
surface, there is a severe type of loading which is analogous to what 

A. E. Benfield, “Earth Heat,” Set. American^ December 1950, pp. 64-57. 

S. W. Muller, “Permafrost,” Edwards Bros., Ann Arbor, Mich., 1947. 

H. B. Atkinson and C. E. Bey, “Some Factors Affecting Frost Penetration,” 
Trans. Am. Geophys. Union, 1940, Part HI, pp. 935-948. 
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is known as the projection condition of soil fill on culverts. An exam- 
ple of this loading is a brace or guy, enveloped in a snowpack, which 
supports not only the column of snow directly above it, but also a 
much greater load. As the snow settles, frictional forces develop 
between the column of snow directly above the guy, or other member, 
and the adjoining snow, which settles faster. Horizontal structural 
members or guys may thus be subjected to exceptionally heavy loads 
which may cause their failure. 




Floods 


Importance of Flood Studies 

Floods in the United States cause extensive property damage, prob- 
ably amounting to as much as $100,000,000 annually, in addition to 
a toll of human lives on which no monetary value can be placed. A 
full realization of the magnitude of the stakes involved in the solution 
of existing flood problems should impress those in charge of these 
studies with a deep sense of responsibility and obligation and should 
imbue them with a determination to spare no efforts to obtain the most 
reliable results possible. Nevertheless, except in the more important 
hydraulic structures, it is not uncommon for those in charge to devote 
an incredibly short time to the detennination of the magnitude of the 
flood for which the structure should be designed. Far too frequently, 
all that is done is to apply a few convenient fonnulas, or perhaps to 
determine from the records what the maximum flood has been in the 
past and then add 25 or 30 per cent as a factor of safety. On the other 
hand, months are spent on structural design. This situation, perhaps, 
explains why dams, bridges, and culverts rarely fail because of struc- 
tural defects; for it is a matter of record that a far greater number of 
such failures are the direct result of faulty determinations of the 
magnitude of the floods for which these structures should be designed. 

The proper solution to this problem lies in making the best possible 
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use of all available data. What are the data that are pertinent? 
In the first place there are, of course, the records of floods in the past, 
if any records exist; but just as important are the records pertaining to 
the factors that affected and determined the magnitudes of those floods. 
This latter type of data is too frequently ignored. It is difficult to 
understand why these additional data are not used more frequently for 
they are almost always available whenever flood records are available. 
Methods of using the data mentioned above are outlined in this 
chapter, following a general discussion of floods and of methods of 
estimating their magnitude and frequency. 

Definition of Flood 

A flood commonly is considered to be an unusually high stage of the 
river. It is often described as that stage at which the stream channel 
becomes fllled and above which it overflows its banks. The valley then 
becomes ^^flooded.’^ In Webster^s New International Dictionary, a 
“flood’^ is defined as “a great flow of water; . . . especially, a body of 
water, rising, swelling, and overflowing land not usually thus covered; 
a deluge; a freshet; an inundation.^^ 

Inasmuch as the banks of a stream vary in height throughout its 
course, there is no definite stage above which a river can be said to be 
in flood and below which it is not in flood. Frequently, however, 
especially on the more important rivers, an arbitrary elevation has 
often been established, either by the U. S. Army Engineers or by 
others in authority, that is called ^^flood stage.^^ 

Couses of Floods 

All floods are primarily due to surface runoff. Any drainage basin 
with soil so pervious that its infiltration capacity is never exceeded 
is rarely subject to floods. As an illustration, the Manistee River in 
Michigan, which is fed primarily by ground water, experiences no 
serious floods. (See Fig. 5.) 

V Floods may result from (1) an intense rainfall, (2) the melting of 
accumulated snow, or (3) the melting of snow combined with rain. 
In the southern states the melting of snow is seldom a factor in flood 
production, whereas in many parts of Canada it is the most common 
cause. In the latitude of southern New-York and Michigan, floods 
result from all three of these causes. It is not uncommon in this 
latitude for the greatest floods on large drainage basins to result from 
an early warm spring rain falling on melting snow, whereas on small 
basins in the same area the largest floods may result from intense 
summer thunderstorms. 
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In any flood study the first problem is the determination of the 
factors that combine to produce floods on that particular basin. It 
may be found that some floods on the basin being studied result from 
each of the three causes mentioned above. If the problem involves 
the determination of the maximum flood to which the basin would ever 
be subjected, attention should be directed toward learning the cause or 
causes that produce the major floods. It may happen that the majority 
of the floods on this stream are caused by summer storms but that all 
major floods result from the melting of snows. If so, all summer floods 
may be disregarded and the investigation confined to floods produced by 
the melting of snow. 

Furthermore, if it is found that all major floods are the result of 
rainfall, attention should next be directed toward determining the 
character and origin of these storms. As an illustration, Ruff,^ in a 
study of the nature and origin of the storms that cause floods in 
Pennsylvania, examined the paths of the low-pressure areas for several 
days preceding a number of the largest floods that have occurred on 
all the principal streams and their tributaries in the state. As a result 
he found that winter* floods occurring throughout the state were caused 
by storms that moved up the Ohio Valley in a northeasterly direction. 
Summer floods on streams west of the Appalachian Mountains were 
found to result from storms having the same origin and direction of 
travel. However, for all streams east of the Appalachians, the summer 
flood-producing rains came, in general, from the south. Such informa- 
tion is of great value, especially in comparing the magnitude and 
frequency of storms and floods in two or more nearby drainage 
basins. 

Seasonal Distribution of Floods 

- In most regions floods occur more frequently in certain seasons of 
the year than in others. In Water-Supply Paper 771 the U. S. Geo- 
logical Survey presents data on the principal floods that have been 
recorded on many of the more important streams in the United States. 
In order to show the seasonal occurrence of floods and the manner 
of seasonal variations throughout the country, ten typical streams 
whose records are listed in this publication have been selected and 
the percentages of the total number of recorded floods that have 
occurred during each month of the year have been computed. The 
results are shown in Fig. 115. Also shown for each stream are the area 
of basin, the number of floods, and the length of record. 

1 Charles F. Ruff, Maximum Probable Floods on Pennsylvania Streams,’* 
Proc. AS.C^,, September 1940, vol. 06, No. 7. 
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A Btudy of this figure shows that in every basin there are a few 
months each year during which a major portion of the fioods occur. 
For instance^ in New England the Merrimack River is much more 
subject to fioods during the months of March, April, and May than 
at other times, with the greatest number occurring in April. On the 
Potomac and on the Tennessee, the season advances slightly, with 
the greatest number oceprring in March. On midwestem streams the 
season is delayed somewhat, reaching the peak in April, May, or 
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June. In the Far West, the flood period varies greatly. For instance, 
on the Kings River in California and on the Missouri River in 
Montana, most of the floods occur in May and June, whereas on the 
Willamette River in Oregon nearly all occur in the winter, with only 
a rare occurrence during the summer months from May to October 
inclusive. 

Although usually the major floods occur during the period of greatest 
frequency, they perhaps do so only in conformance to the theory of 
probability. As a result, one of the greatest floods on a stream may 
occur when least expected. As an illustration, of 153 floods in 54 yr 
of records on the Merrimack River, only 6 occurred in November. 
Nevertheless one of those 6 was the second largest ever recorded on 
that stream.^ 

Is the Flood Hazard Increasing? 

Nearly every year disastrous record-breaking floods occur on some 
streams in the United States and therefore there is a widespread belief 
among the general public that floods are increasing in magnitude and 
in frequency. A hasty survey might easily lead to such a conclusion. 
For instance, in over 100 yr of records at Sewickley, Pennsylvania, the 
maximum known discharge prior to 1936 was 41^^0 cfs on March 15, 
1907. On March 18, 1936, a peak flow pf,5Z4,9pO cfs was recorded. 
On the Potomac River at Point of Rock^Maryland, in nearly 90 yr 
of records the maximum flood prior to:193JEL-WAs 320,000 cfs on June 
2, 1889. In March J936, the discharge was 480,000 cfs. On the 
Connecticut River at Springfield, Massachusetts, in 140 yr of records, 
the greatest flood recorded was 28Ja000 cfs on March 19, 1936. The 
second highest flood in this period was 188,000 cfs on November 6, 1927. 
Many similar cases could be cited teiiaing to show that the greatest 
floods have occurred in the most recent portion of the period of records. 

Caution should be used, however, in coming to the conclusion that 
flood discharges are increasing in magnitude. It is w'ell to remember 
that flood records are constantly growing longer. If 50 jrr of discharge 
records are available on a given stream, Qcnd...another 5 0 y r of records 
are added, the chances are even that the second"B 0 =yi 4 ^riod will^ con- .. 
tain the record of a flood that is great^' limn any flood recorded 
during the first 50 yr. If we were to study the records of all the 
streams in the United States and find that for all streams, or even 
for a goodly majority of streams, the more recent half of those records 

2 A table showing records of 997 unusual flood peaks in the United States and 
foreign countries, with the dates of their occurrences, is given in Creager, Justin, 
and Hinds, Engineering for Dame, vol. I, John Wiley, 1945. 
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contained flood flows that are higher than any recorded in the earlier 
years, we would then have good evidence that the magnitude of 
floods is increasing. It is doubtful, however, that we would obtain 
this result. 

Although it is questionable whether flood discharges are increasing 
on the majority of streams, it is only reasonable to believe that flood 
stages are increasing on most rivers, especially on those flowing through 
populous areas. All levees and flood walls that are built along rivers 
to protect adjacent property from overflow raise the stage upstream 
and, by reducing the volume of channel storage, tend to increase both 
stage and discharge at all points downstream. Every bridge and 
every dam built across a stream and every building or other structure 
built upon the banks or on the flood plain constitutes an encroachment 
upon the stream that tends to raise the stage of the water at all points 
upstream. In populous centers, where these encroachments are nu- 
merous, the summation of all the resultant rises oftentimes becomes 
surprisingly large. 

The final answer to the question of, whether or not flood discharges 
are increasing is directly dependent upon the answers to two other 
questions: (1) Are storms increasing in intensity? (2) Are the physical 
characteristics of the drainage basin changing, or have they been 
changed by man, so that for any given storm the rate of surface runoff 
has been increased? The answer to the first of these questions is most 
certainly in the negative. At least, if there are any climatic changes 
taking place that tend to affect the intensity of storms occurring in 
any given area, those changes are so slow that they go unobserved in 
the brief span of a century. Furthermore, the forces that govern our 
climate are so vast and widespread that any changes effected on the 
earth's surface by man have such a feeble influence thereon as to be 
utterly negligible. 

The answer to the second of the foregoing questions is not so simple. 
That changes in land use do affect infiltration capacity and therefore 
the rate of surface runoff seems obvious. However, the nature and the 
magnitude of the effect of those changes are difficult to determine. The 
conversion of undrained forested areas into drained agricultural lands 
almost invariably increases flood flows, but the percentage of increase 
is far greater in small drainage basins than in large ones. 

In basins that are rapidly being urbanized, flood flows are/ Unques- 
tionably being increased. Every new home that is built, with its 
pavements, driveways, and sidewalks, reduces the infiltration capacity 
of these residental kr&s nearly to zero. Storm sewers collect and 
convey this water to the stream channels, with a possible resulting 
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increase in peak flows. A good example of this increase is provided 
by the Rouge River basin, which drains a Detroit suburban area of 
about 470 square miles. This area is growing so rapidly that if a 
flood study of the Rouge River were to be made today, based entirely 
upon past records of discharge and with no consideration of the effects 
of urbanization, the resulting estimates would probably be consider- 
ably in error. 

The Design Flood 

^^^o structure of any importance, either in or adjacent to a river, 
should ever be planned or built without due consideration to the dam- 
age it may cause or the damage to which it may be subjected in time 
of flood. The destructive powers of a raging torrent are enough to 
fill the bravest heart with awe and respect. History reveals much 
evidence of the treniendous power for destruction that is possessed by 
a flood. The transportation of huge boulders and masses of concrete 
and the excavation of deep holes at the foot of dams attest to the 
need for careful design of any structure that is likely to be subjected 
to these tremendous forces. 

To avoid destruction, dams must have sufficient spillway capacity 
and adequate protection against scour at the toe; bridges must have 
the needed waterway opening; flood walls and embankments must be 
high enough so that they will not be overtopped ; reservoirs must have 
the required capacity; and so on. The maximum flood that any such 
structure can safely pass is called the design jlood^ 

If a flood of a given magnitude occurs with an average frequency of 
once in 100 yr, there is a 1 per cent chance, or 1 chance in 100, that 
such a flood will occur during any one year; a flood whose magnitude 
is likely to be exceeded on an average of once every 25 yr is a 4 per 
cent-chance flood, etc. This method of designating flood frequency 
as suggested by Hazen^ is to be preferred for the reason that the 
average person considers a flood having “a frequency of once in 100 
yr’^ as carrying no present threat, but likely to occur only after a 
lapse of 100 yr. On the other hand, a ^‘1 per Cent-chance flood” at 
once conveys the impression that there is 1 chance in 100 that such 
a flood will occur within a year; furthermore, that it is just as likely 
to occur this year as any other year, and that is the exact impression 
that should prevail. 

The first characteristic to he determined for any design flood is not 
its magnitude as perhaps might be expected but the chance or prob- 
ability of its occurrence. In other words, should the structure be safe 

8 Allen Hazen, Flood Flows, John Wiley, 1930, p. 10. (Out of print.) 
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against the 2 per cent, or the 1 per cent, the 0.1 per cent chance 
flood or against the maximum flood that may ever be anticipated? 
After this question has been answered, the problem is to determine the 
magnitude of the flood that may be expected to occur with that average 
frequency. 

Contrary to common opinion there is little relationship between the 
frequency of the design flood and the normal life of the structure. If the 
structure has an anticipated life of 60 yr, it would plainly be folly to 
design it so that it would be safe only against floods that occur with 
an average frequency of once in 50 yr or less. If this were done, the 
chances would be even that it would be destroyed by flood before it 
had served its purpose through half of its normal life. Especially 
would this be folly if, as is often the case, by a slight additional cost 
it could have been made practically immune to such destruction. 

How far one is justified in going in order to make a structure or 
flood-prevention system safe against damage or destruction by floods 
depends upon the following considerations: 

1. The extent to which human life would be endangered by the 
occurrence of a flood of greater magnitude. It is impossible to place 
a monetary value upon human life. In the preparation of the plans 
for flood protection in the Miami Conservancy District, the engineers 
decided that the flood of 1913 was one of the great floods of centuries. 
Nevertheless, because of the great danger to human life in case of 
failure of the system, they designed protective works that would take 
care of a flood nearly 40 per cent greater than the flood of 1913. In 
a similar manner, any structure whose failure would seriously en- 
danger human lives should be designed to pass safely the greatest flood 
that will probably ever occur at that point. 

2. The value of property that would he destroyed as a result of 
floods of greater size. This consideration is purely economic. By 
determining the total losses that would result from greater floods 
during a long period of time, reduced to an annual basis, and by com- 
paring this figure with the increased annual cost of the protective 
system that would be required to prevent those additional losses, 
we can determine the limiting size of flood against which it is profitable 
to protect. 

3. The inconvenience resulting from failure of the structure due to 
greater floods. If, for instance, a bridge on a trunk-line highway 
should be destroyed because of insufiicient waterway opening, all traffic 
might have to be detoured for a considerable distance over poor roads 
perhaps for several months until a new bridge is designed and built. 
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One other factor should be mentioned in connection with the design 
of any flood-control system: the sense of security against floods that 
will be provided by that system. Although this is another intangible 
value, it is, nevertheless, important. Some cities in protected basins 
use the security provided by their flood-protective system as an induce- 
ment to attract manufacturing enterprises to locate there. In general, 
property values within the areas protected are enhanced, often to a 
considerable extent. 

If due consideration is given to these factors, the proper frequency 
of the design flood can be determined although, of course, good judg- 
ment must always play a major part in connection with the first and 
third items. 

Factors Affecting Flood Flow 

It has already been stated that floods are primarily due to surface 
runoff. Therefore, all factors that affect surface runoff also affect 
flood flow. These factors naturally fall into two classes, those that 
determine the intensity of the stonns that are likely to visit any drain- 
age basin and those physical characteristics of the basin which affect 
and determine the disposal of that rainfall. 

The influence exerted by these factors upon surface runoff has been 
discussed in Chapter 3 and need not be expanded here. However, it 
would be well to review the effect of these factors in connection with 
the discussion that follows. 

FSriMAriNG MAGNITUDE AND fREQUENCY OF FLOODS 

Although different procedures have been proposed for the deter- 
mination of the size of flood that may be expected to occur on any 
stream with a given average frequency, all these methods may be 
grouped into three general classes: 

1. Determination by means of empirical formulas. 

2. Determination by statistical or probability methods. 

3. Determination by the unit-hydrograph method. 

The advantages and disadvantages of these methods will now be 
considered. 

Empirical Formulas 

Perhaps the earliest method proposed for the determination of the 
probable flood flow of a stream is the use of empirical formulas. 
These usually express the relation between flood flow and one or two 
of the most important variables. Seldom are definite specifications 
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given for the frequency with which the computed flood flows might 
be expected to occur. Sometimes they are described as frequent or 
rare, terms that are comparative and, therefore, practically meaning- 
less. When we consider that the magnitude of a flood of any given 
frequency depends upon fifteen or twenty variables, the futility of 
attempting to correlate that magnitude with only one or two of those 
factors and of obtaining dependable results at once becomes apparent. 
A quick and very rough approximation is all that should be expected. 
Nevertheless a few typical formulas of this type are presented here, 
although the student is urgently advised never to use them unless he 
has first investigated their origin, has become familiar with the data 
upon which they were based, knows the conditions under which they 
are intended to be used, knows the areas to which they are adapted, 
and understands the restrictions placed upon their use by their authors. 
Unless these precautions are taken, the blind use of any one of these 
formulas is likely to give results grossly in error — not by 20 or 30 per 
cent but by several hundred per cent and in some cases by a thousand 
per cent or more. In all these formulas Q is flood flow in cubic feet 
per second, and A is area of drainage basin in square miles. 

One of the oldest and best known of these formulas, and one that 
has been used extensively for storm sewer design, is the so-called 
rational formula* 

Q = e^OKItA 

where K is the percentage of the rainfall that becomes surface runoff, 
and It is the intensity of rainfall in inches per hour for the critical 
period, t. 

The relationship expressed by this formula is at once apparent when 
one recalls that 1 in. of rain falling in 1 hr on 1 acre is equivalent to 
3630 cu ft of water which, running off at a uniform rate in 1 hr, is 
equal to approximately 1 cfs. Perhaps, therefore, this formula should 
not be classed as an empirical formula as are the others that follow. 

Although this formula has been called ^^rational,^^ the results of 
hydrological research indicate that this term is misleading, except 
possibly for very small runoff areas of the type discussed on pages 231 
to 247. Only for these small areas can the relation between rainfall 
intensity and runoff intensity that is implied by the formula become a 
reality. Even then it seems desirable to determine rate of* runoff 
on the basis of sound principles, that is, as the difference between rain- 
fall rate and infiltration capacity, rather than by the use of the co- 
efficient K. For areas df 6 acres or more, it need only be recalled that 

* Philip A. Morley Parker, Control of Water, D. Van Nostrand, pp. 277-282. 
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two storms of entirely different intensities but producing equal amounts 
of rainfall excess within the period of rise may produce the same rates 
of runoff (page 255) to know that there is no direct relation between 
rainfall rates and runoff rates. In other words this formula ignores 
the fact that for any watershed, runoff occurs in the form of a typical 
hydrograph as illustrated by Fig. 96. 

Inasmuch as area is an important and also one of the most apparent 
factors affecting the magnitude of the flood flow of a stream, it is only 
natural that a great many formulas have been proposed in which the 
flood flow is made directly dependent upon the area of the basin. 
Formulas of this type take the form 

Q = KA^ 

where if is a coefficient depending upon the rainfall and runoff char- 
acteristics of the basin, and n is a constant whose value usually lies 
between 0.5 and 1.0. 

Of this general type is the modified Myers formula,® 

Q = lO.OOOpVI 

in which p has a value of unity for the stream that has the greatest 
flood flow of that area. For any other stream, p is the fraction 
that the flood flow of that stream is of the maximum given above. 
For different streams the value of p varies from approximately 0.002 
to 1.0.® 

Although scores of other formulas have been proposed by various 
investigators for the quick determination of the flood flow of streams, 
the foregoing formulas are typical examples. When one considers the 
enormous range in the values of the coefficients and exponents in these 
formulas, a condition resulting directly from the fact that those terms 
must represent the combined effect of all the factors listed on page 31, 
the extreme difficulty encountered in making satisfactory and intelli- 
gent use of these formulas is apparent. 

Statistical or Probability Methods 

A very logical procedure to follow in the prediction of the occur- 
rence of natural phenomena is to base that prediction upon the records 
of the past. Such a procedure possesses fundamental merits that 
cannot be denied. There can be no question that when this method 
is applied to the determination of the maximum flood expected on 

® C. S. Jarvis and others, ^‘Floods in the United States,” U. S. GeoL Survey 
Water-Supply Paper 771. 

® C. S. Jarvis, ^Tlood Flow Characteristics,” Trans. AS.C.E., 1926, vol. 89, 994. 
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any stream with a given frequency, it yields correct results, provided 
that there are sufficient records available upon which to base that 
determination and also provided that there have been no important 
changes in the regimen of the stream during or subsequent to the 
period of record. 

Especially prior to the development of the unit-hydrograph prin- 
ciple, statistical or probability methods were often used in making 
flood studies. On this subject the discussion that follows is by no 
means complete but is intended only to explain the general nature 
and limitations of the methods employed. These methods of estimating 
flood magnitudes and frequencies may be divided into two classes: 

1. Estimating by the use of duration curves. 

2. Estimating by the use of probability curves. 

These two types of curves are closely related, as is shown presently. 

Although a great many methods have been suggested for deter- 
mining flood frequency by the use of duration or probability curves, 
only two of the simpler procedures is discussed. These methods can 
perhaps best be explained by use of an example. For this purpose the 
54-yr record of floods on the Merrimack River at Lawrence, Massa- 
chusetts, as presented in U. S. Geological Survey Water-Supply Paper 
771, has been selected. 

Column 2, Table 28, shows the number of floods in this period during 
which the maximum 24-hr flow occurred between the limits shown in 


TABLE 28 


1 

Flood Peak 
Limits, 

1000 cfs 

2 

Number of 
Occurrences 

3 

Mass 

Totals 

4 

Percentage of 

Total 

Occurrences 

20.9-22.9 

1 

153 

100 

23.0-24.9 

6 

152 

99.3 

25.0-27.4 

31 

146 

95.4 

27.5-29.9 

23 

116 

75.1 

30.0-32.4 

20 

92 

60.1 

32.5-34.9 

19 

72 

47.0 

35.0-37.4 

13 

53 

34.6 . 

37.5-39.9 

11 

40 

26.1 

40.0-44.9 

13 

29 

19.0 

45.0-49.9 

. 7 

16 

10.6 

50.0-59.9 

3 

9 

5.9 

60.0-69.9 

6 

6 

3.9 

70.0-88.2 

1 

1 

0.65 
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Fig. 116. 

column 1. Column 3 gives a summation of these values starting with 
the maximum. In column 4 are shown the percentages of the total 
number of floods in which each of the lower values in column 1 is 
equaled or exceeded. For instance, 19 per cent of the 153 floods that 
occur in this 54-yr period equal or exceed 40,000 cfs. They all exceed 
20,900 cfs, and so on. In Fig. 116 the percentages shown in column 
4 are plotted against the corresponding lower values in column 1. In 
Fig. 117 these same data are plotted on logarithmic probability paper. 
The principal advantage in the latter method of plotting lies in the 



Pig. 117. 
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fact that especially throughout the lower percentages this curve is much 
flatter than the one shown in Fig. 116. It can therefore be extended 
more readily to cover the very low percentages. 

It has been suggested by those who advocate the use of probability 
methods in making flood studies that curves such as these may be used 
in the following manner. Suppose that we wish to determine the maxi- 
mum flood that may be expected to occur on the Merrimack River 
with a frequency of once in 1000 yr. We must not lose sight of the 
fact that both these curves show the percentages of the total number 
of floods that occur in any given period that equal or exceed the 
magnitudes as shown on the left. In the 54 yr of records there are 
153 floods or 2.83 floods per year. Therefore, in 1000 yr there should 
be 2830 floods, and the greatest one expected in that period is of the 
magnitude shown at 100/2830 per cent or about 0.035 per cent of the 
time. In Fig. 117, we find that for this percentage the magnitude of 
flood is about 154,000 cfs. In Fig. 116 the scale is such that the cor- 
responding value falls off the drawing, but the two curves should give 
the same result. 

Many refinements of the foregoing methods, as well as a number of 
quite different procedures, have been suggested^ for flood-frequency 
determinations by probability methods, but they all possess the same 
inherent defects. The discussion that follows applies equally to all 
these methods. 

Limitations to Use of Probability Methods 

In determining the value of any particular variable, the greater the 
number of samples upon which that determination is based the more 
accurate is the result. If, for instance, we wish to determine for a 
given stream the maximum flood that may be expected to occur with 
a frequency of once in 10 yr, and only 10 yr of records are available, 
the error in the result is likely to be great, because the answer is based 
upon only one sample. If the same determination were to be based 
upon 100 yr of records, the probable error would be greatly reduced, 
for we would now have 10 samples upon which to base our judgment 

Allen Hazen, Flood Flows, John Wiley, 1930. (Out of print.) 

H. Alden Foster, “Duration Curves,” Trans. A.S.C.E., 1934, vol. 99, p. 1213. 

J. J. Slade, Jr., “An Asymmetric Probability Function,” Proc. AJ8.C,E., October 
1934, p. 1007. 

R. D. Goodrich, “Straight Line Plotting of Skew Frequency Data,” Trans. 
A&.CM., 1927, voi. 91, p. 1. 

F. G. Switzer, “Probability of Flood Flows,” Proc. A.S.C.E., April 1927, p. 663. 

L. Standish Hall, “The Probable Variations in Annual Runoff as Determined 
from a Study of California Streams,” Trans. AS.CE!., 1921, vol. 84, p. 191. 
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instead of only one. Or again, if we had a 1000 yr of records or 100 
samples, the probable error would then be so small as to be negligible. 
If, on the other hand, we wish to determine the maximum flood that is 
likely to occur with an average frequency of once in 100 yr and only 
50 yr of records are available, the probable error is then very high, 
perhaps several hundred per cent or more, because not even one 
whole sample, or period of observation, is available upon which 
to base our judgment. It should be emphasized that the probable error 
depends upon the number of independent samples available and that 
no amount of juggling or manipulation of data can possibly reduce 
that error. 

About ten independent samples should provide a satisfactory de- 
termination of the size of flood that may be expected to occur with 
any given frequency, although a greater number increase the accuracy. 
This means that the statistical or probability method may be used 
to determine the magnitude of floods that occur with a frequency of 
once a year, once every 2 yr, or even once every 5 yr, if 50 yr of 
records are available ; but, for the determination of the greatest flood 
that may be expected once in 100 yr or once in 1000 yr with no more 
than 50 or 100 yr of records, these methods are entirely inadequate and 
likely to result in enormous errors. 

Apparent justification for these conclusions is to be found in the 
results of some studies by Hazen*’ in the determination of the probable 
maximum floods to be expected on the Hudson River at Mechanic- 
ville, New York, and on the Arkansas River at Pueblo, Colorado. 
Prior to 1913 the maximum flood on the Hudson River for which 
there is any record occurred in 1869, during which the peak flow 
reached about 67,000 cfs. The records prior to 1888, however, were 
considered none too reliable, and therefore Hazen used only the records 
subsequent to that date. The greatest floods that occurred each year 
throughout the 23 yr of record from 1888 to 1912, arranged in the 
order of their magnitudes, were plotted on logarithmic probability 
paper. By extrapolating on this curve, he found that the 1 per cent- 
chance flood which is the maximum flood that can be expected to 
occur once in 100 yr, is 64,600 cfs. The maximum 1000-yr flood 
would be, by this same method, about 10 per cent greater. However, 
in 1913 a flood occurred at Mechanicville that reached a peak of 
118,000 cfs. 

In a similar manner throughout the 29 yr of record prior to 
1921, the maximum flood on the Arkansas River at Pueblo, Colorado, 
was about 10,000 cfs. By the foregoing method, using only the records 

® Allen Hazen, Flood Flows, John Wiley, 1930, p. 88. (Out of print.) 



334 


HYDROLOGY 


for this 29-yr period, Hazen estimated the maximum 100-yr flood to 
be about 11,650 cfs. In 1921 a flood occurred on this stream that was 
believed to exceed 100,000 cfs. This is many times greater than the 
maximum that would ever be expected on this stream as determined 
by the probability method. Nor are these two examples the only ones 
that could be cited of streams suddenly going on a rampage in a flood. 
The Republican River in Kansas, the Miami River in Ohio, and scores 
of others afford similar examples. This rather strange phenomenon, 
wherein an occasional flood occurs that is often many times greater 
than any previously recorded, may be explained as follows. 

An especially great flood on any particular basin depends primarily 
upon: (1) the occurrence on that basin of a storm of high intensity or 
the sudden melting of a heavy accumulation of snow at a time when 
(2) the storage in lakes, swamps, ponds, depressions, and channels 
is filled and (3) the infiltration capacity of the basin is low. 

It happens that the latter two conditions are very likely to occur 
simultaneously, and, as a result, it is safer to combine them as a single 
condition than to consider them as independent variables. 

To simplify our problem, let us assume that the drainage basin 
under consideration is located in one of the southern states, where 
floods do not result from the melting of snows but only from intense 
rainfall. Suppose that a storm of a given intensity occurs on the basin 
with an average frequency of, for instance, once in 60 yr. Further- 
more, assume that the surface storage is filled and the infiltration 
capacity at the minimum only 5 per cent of the time. As a result, 
only once in twenty times will a storm of the given intensity occur 
when these other conditions are favorable for the production of a 
maximum flood. Consequently, under these conditions the most 
intense storm that occurs with an average frequency of once in 50 yr 
produces the maximum flood only once in a thousand years. It is, 
therefore, not likely that these two conditions will occur simultaneously 
within a short period of records. If they do not, a record of 60 or even 
100 yr will reveal no unusually high flood, but if they should happen 
to occur at the same time, a flood many times greater than anything 
that has ever before been recorded is likely to follow, with disastrous 
results. 

In this countiy few streams have reliable discharge records covering 
a period of more than 60 yr. Therefore, if we wish to determine the 
magnitude of the greatest flood that is likely ever to occur on a given 
basin, as we would wisl;| to do if the failure of the proposed structure 
would cause the loss of human life and the destruction of valuable 
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property, it is clear that such a determination cannot be based upon 
the application of purely statistical methods to past records. It is 
easily conceivable that such a peak flood may either have been 
recorded in a 50-yr period or may exceed by 1000 per cent or more the 
maximum recorded in such a comparatively short time. 

It is not possible to combine the records of a number of different 
streams in a manner similar to that followed in the station-year 
method of determining rainfall frequencies. This fact is evident when 
we consider the many factors which influence and determine the magni- 
tude and frequency of occurrences of floods on different drainage 
basins. Because of the large number of these factors, it is manifestly 
improbable that any two basins would ever have the same flood- 
producing potentialities, without which their records cannot properly 
be combined. 

Unit Hydrograph Method 

The unit hydrograph provides the only known dependable method 
of determining the magnitude of floods that may be expected to occur 
with various frequencies on any given stream. The use of this method 
requires that there be available a period of continuous runoff and 
precipitation records on the basin for which the flood prediction is to 
be made. Enough records are needed to permit the determination of 
the manner in which the infiltration capacity varies throughout the 
year and also the plotting of a number of unit hydrographs (page 265) 
for the basin. Oftentimes from 2 to 5 yr of records provide these 
necessary data, whereas, in other instances, longer records are required. 
The accuracy of the results increases with the length of period covered, 
but only a few years of records provide a basis for a better flood 
estimate than can be made in any other way. If no records are avail- 
able for the location where the study is to be made, less dependable 
results can be obtained by the use of records from other points on the 
same stream or from adjacent streams, by methods which will be 
described later. 

The unit hydrograph method is limited to areas which are small 
enough so that areal rainfall patterns do not vary too markedly. 
Usually no difficulties are encountered for areas smaller than 3000 
square miles. However, for areas of this size and larger it may be 
necessary to classify unit hydrographs into various categories related 
to the precipitation patterns. For very large basins, perhaps 10,000 
square miles or more, it may be desirable to derive unit hydrographs 
for the principal tributaries and to determine the flood magnitude by 
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routing the various components to the outlet of the basin. Also, a 
special method is required for determining the infiltration capacity of 
very large basins (page 117). 

The following outline gives the steps used in the application of the 
unit-hydrograph principle to predict the magnitudes of fioods of various 
frequencies. The Rouge River at Detroit, having an area of 193 square 
miles, is used as an example. 

1. Plot the hydrographs for all stream rises of record. 

2. Determine the average precipitation (page 81) and snow melt 
(page 312) during each stream rise, and plot on the same sheet with 
the corresponding hydrograph. For the determination of the snow 
melt, it is necessary to keep an account of the snow on the ground 
during the winter months preceding the stream rise. This account can 
be kept from Weather Bureau records by considering all precipitation 
that falls at average daily temperatures below 32° F (see page 314) 
as snow, and by accounting for any that is lost in subsequent days 
through melt, by methods described in Chapter 9. 

3. Separate surface runoff (SRO) from ground-water fiow for each 
stream rise (see pages 28 and 250), and determine the amount of SRO 
during each stream rise. 

4. Determine the average infiltration capacity (/c) during each 
stream rise by assuming that the precipitation excess (Pe) is equal to 
the SRO (see page 113), and plot the results with respect to time in 
the manner shown in Fig. 41. 

6. Select the stream rises which are single peaked, and determine 
the distribution graphs (page 250). Comparison of the distribution 
graphs with a consideration of the rainfall durations discloses the 
critical rainfall period (see page 257). Distribution graph peaks and 
other runoff and rainfall characteristics for 27 unit hydrographs for 
the Rouge River at Detroit are shown in Table 24. 

6. Determine the average peak value of the distribution graphs or, 
if needed, an average distribution graph (see Table 24, page 268, and 
pages 265 and 256). 

7. From the infiltration capacity curve (Fig. 41) select portions of 
the year during which a single value of /a can be considered as rep- 
resentative. Dividing the year into three or more periods may be 
more desirable. For the example shown in Fig. 41, only two periods 
are used. One period, designated as summer, includes the months of 
June through October. The second period, called “winter and spring,” 
includes the remaining nionths. Based on Fig. 41, values of 1.50 and 
0.60 in. per day are selected as typical values of /a for the two periods. 
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8. The next step is the determination of rainfall-frequency curves 
for the selected periods of the year and for the desired duration, such 
as those shown in Fig. 32 and derived in Table 6. This determination 
may be made in the two ways described below. 

(a) All rains (but no snowfalls) of record for the desired duration 
are combined with any simultaneous snow melt in the manner described 
under item 2 above. If no continuous rainfall records are available 
and daily totals must be used, the amounts should be increased by half 
of the largest rain occurring on either the day before or the day after 
the day of heaviest rain. This increase should be made for the reasons 
given on page 98. Frequency curves for each period should then be 
prepared in the manner described on page 86. Values may be used 
directly from these curves without adding any snow melt to spring or 
winter rains, because melting snow is included in the values. 

(b) A second method which is less laborious but also somewhat less 
accurate consists of using all 24-hr rains in the manner described 
under (a) but without determining and adding any simultaneous snow 
melt to the rains. This procedure is used to derive the frequency curves 
of Fig. 32. In using the winter and spring rains derived in this manner 
for predicting runoff, it is now necessary to add the amount of snow 
melt which is likely to accompany the rainfall. For the Rouge River 
it is found that half of the important spring rains of record are accom- 
panied by 0.50 in. or more of snow melt; therefore, this amount is 
added to all spring rains. 

9. Prepare a curve relating point rainfall to average precipitation 
on areas of various sizes, as described in Chapter 4, page 99, and 
illustrated by Fig. 39. 

10. Select a flood magnitude and determine the size of rainfall that 
would produce such a flood during each of the selected periods. For 
example, suppose a flood of 10,000 cfs is chosen for the Rouge River 
at Detroit. First, the probable ground-water discharge (400 cfs) is 
deducted, and the corresponding 24-hr winter or spring precipitation 
is found as follows, by the methods developed in Chapter 8: 

Peak rate of SRO = SRO X Dp X A 
where SRO is the surface runoff in inches, Dp is the average peak of 
the distribution graph in cubic feet per second per square mile per 
inch (18.5 from Table 24), and A is the area of the basin in square 
miles (193). Therefore, 

9600 = SRO X 18.5 X 193 
and 

SRO *= 2.69 in. 
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Because the SRO is equal to the average precipitation (Pa) plus snow 
melt (SM) minus infiltration (F), 

SRO = Pa + SM.-F 
2.69 = P„ + 0.5 - 0.5 

and 

Pa = 2.69 

The magnitude of the summer rain which produces a fiood of the 
same size may now be determined as follows: 

SRO = Pa - F 

2.69 = P - 1.5 

and 

Pa = 4.19 in. 

Before determining the frequencies of these rains they must be 
converted from average precipitation on 193 square miles to point. 
This conversion is made by referring to the upper curve of Fig. 39, 
from which the conversion factor is found to be 0.89. Then the 
corresponding values of point rainfall are 3.02 and 4.71 in., respectively. 

11. The average return interval of each rain is then found from the 
frequency curve for that period of the year. In this example the 
return interval for a winter and spring rain of 3.02 and a summer rain 
of 4.71 in. is found from the curves of Fig. 32 to be 70 yr and 46 yr, 
respectively. Therefore, in a 1000-yr period a flood of 10,000 cfs or 
more occurs, on the average, 1000/70 or 14.3 times during the winter 
and spring and 1000/46 or 21.7 times during the summer, or a total 
of 36.0 times. Thus the average return interval of a flood of 10,000 cfs 
or more is 1000/36.0 or 27.8 yr. This value and others determined in 
the same manner are shown in Fig. 118. 

The assumption that 0.50 in. of snow melt be added to all winter 
and spring rains gives results that are too high for the more frequent 
rains. Therefore, the lower portion of the curve is established by 
determining the probable magnitude of the 1-yr flood by means of 
statistical analysis, when we use methods described on page 329. This 
value, designated by an x in Fig. 118, is consistent with the points 
determined in the manner described previously. The statistical method 
is satisfactory for determining the 1-yr flood, because 24 yr of records 
are available. 

12. Where no records are available at the point at which the flood 
estimate is to be made, discharge records obtained at nearby locations 
may be used. However, a very careful comparison of drainage basin 
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characteristics must be made to detennine whether or not the values 
of fa are comparable on the two basins. An approximate value of the 
distribution-graph peak may be obtained by plotting peaks against 
area in the manner illustrated in Figs. 98 and 101. 

MLIEF FROM FLOOD HAZARD 

Damages from floods may be avoided in three different ways. 

1. By the construction of protective works. 

2. Through the reduction of flood stage without appreciable change 
in the peak discharge. 

3. Through the reduction of flood flows by storage, change in land 
use, or similar methods. 

It should be noted that inasmuch as the first two of these methods 
do not reduce the rate of runoff, they afford protection only from 
flooding and do not prevent soil erosion. Which of these three methods 
or what combination of methods should be used for flood relief in any 
particular drainage basin or locality is a question that can be answered 
only after careful study and consideration of all the various possi- 
bilities. A method that is admirably adapted to provide the maximum 
possible relief and at the lowest cost in one situation may prove wholly 
inadequate and tremendously expensive in another. 

In this field to a greater extent perhaps than in any other, there is 
an overwhelming tendency on the part of the public never to lock the 
bam until the horse has been stolen. It is doubtful if any adequate 
flood protection or flood reduction measures have ever been taken on 
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any river until after a disastrous flood has been experienced. If prior 
to 1913 all the engineers in America had shouted from every house top 
in the Miami valley giving warning of the impending disaster that 
awaited that area, they would never have succeeded in arousing public 
sentiment to organize a Miami Conservancy District and construct 
the admirable flood-prevention system that was subsequently built — 
only a flood that took a toll of 360 lives and destroyed more than 
$100,000,000 worth of property could do that. This remark is not 
intended as the slightest reflection on the intelligence of the people 
living in that area. Human nature is the same everywhere. This 
complacency is seen in the many danger centers still existing through- 
out the country where the inhabitants are peacefully lulled by a sense 
of false security, blissfully ignorant of the terrible havoc that can and 
some day will be wrought by the innocent-looking stream that flows 
by their doors and that throughout the memory of the oldest inhabitant 
has always been comparatively docile and well behaved. 

Flood Protection 

Flood protection is provided mainly by means of levees and flood 
walls that are built along the banks and afford protection only locally 
to people and property within reach of the flood waters. Their purpose 
is to confine those waters within the natural stream channel. In so 
doing they actually increase the stage of the river at points upstream 
because of backwater and at points downstream because of the in- 
creased discharge resulting from the reduction in storage. 

Although this method oftentimes provides satisfactory protection 
against the ordinary flood, it carries with it a serious danger. Because 
of the presence of a protecting levee or flood wall, the adjacent prop- 
erty owners acquire a new sense of security against floods and, as a 
result, build new homes at lower levels where before they did not dare 
to build. A levee protects only until it is overtopped ; after that it is 
utterly useless. Consequently, when the exceptional flood comes along 
and overtops the levee, the resulting devastation and loss of life are 
likely to be far worse than if it had never been built. 

Stage Reduction 

Without affecting the rate of discharge, the flood hazard can often- 
times be greatly lessened by stage reduction. This may be Accom- 
plished in any instance by either or both of the following methods. 

1. By straightening and deepening the river channel. Inasmuch 
as Q — AV, it follows that for any given Q, by increasing F, A is 
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correspondingly reduced, and hence the stage is reduced. The extent 
of the benefits that can be obtained in this manner depends upon the 
initial conditions of the channel. Even though it is extremely sinuous, 
as some of the reaches in the lower Mississippi, if the fall in the river 
is slight, the amount of stage reduction that can be accomplished by 
this method is usually quite limited. Furthermore, nature objects to 
man’s interference when he attempts to show her how to improve the 
course of a mighty river, and, as a result, unless he paves the channel 
or at least the side slopes, he must expect an almost constant main- 
tenance expense. If there is sufficient fall available, by paving the 
channel through populous areas the depth of water is reduced in almost 
the same proportion as the velocity is increased. 

2. By providing a by-pass or additional flood channel past danger 
centers. Oftentimes large cities are located on rivers or on other 
bodies of water. It is here that because of encroachments by bridges, 
buildings, and filled-in areas, a bottleneck is created. Appreciable 
widening of the river channel is usually out of the question because 
of the cost. Not uncommonly, however, a flood channel can be con- 
structed around the city at reasonable cost. The flood peaks on the 
Mississippi River at New Orleans and for a distance of more than a 
hundred miles upstream are materially reduced by the diversion of a 
portion of those flood waters into the Atchafalaya River, which thus 
becomes a by-pass channel direct to the Gulf. 

Reduction in Peak Discharge 

Peak discharges can be reduced by either (1) temporarily storing 
a portion of the surface runoff until after the crest of the flood has 
passed or (2) reducing the amount of surface runoff through a change 
in land use which increases the infiltration capacity. Either of these 
methods, if properly carried out, produces beneficial results at all 
downstream points. 

Reduction by storage is accomplished in two ways, (1) by a large 
number of small, individual farm reservoirs located in the headwaters 
of the main stream or of its many tributaries, or by the use of terraces 
that detain the surface runoff long enough to permit it to infiltrate 
into the soil; and (2) by large reservoirs located in the valleys 
farther downstream. 

Regardless of the size of the reservoir, however, there are two types 
of storage, controlled and uncontrolled. In controlled storage, gates 
in the impounding structure may regulate the outflow in any manner 
that is thought desirable. Only in unusual cases does such a reservoir 
have sufficient capacity to completely eliminate the peak of a major 
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flood. As a result, the regulation of the outflow must be carefully 
planned.® The operators must estimate how much of the early portion 
of a flood may be safely impounded, taking into consideration the 
danger of having the reservoir filled before the peak of the flood has 
been reached. Where reservoirs exist on several tributaries, the addi- 
tional problem of the timing of the release of the stored waters 
becomes a matter of very great importance. It may be possible to so 
release, these waters that the peak flows would combine at a down- 
stream point with disastrous results. 

In uncontrolled storage, there is no regulation of the outflow capacity 
of the impounding dam. Such structures usually contain overflow 
spillways, and the only flood benefits obtained from them result from 
the modifying and delaying effects of the storage above the spillway 
crest. 

The effectiveness of a large number of small reservoirs in the head- 
waters of a stream has never been demonstrated on any large scale. 
However, it has been given considerable publicity by its advocates 
who urge its use for soil-conservation purposes as well as for flood 
prevention. The value of such reservoirs in the prevention of floods 
is questionable because of the probability of their being either filled 
or partly filled at the time of a flood-producing rain. 

On the other hand, terraces have been used, and if properly designed 
they are effective in flood reduction and as a soil-conservation measure. 
They follow the contour of the ground and have a base width of 5 
or 6 ft and a usual height of 6 or 8 in. They are spaced close enough 
together to impound the surface runoff without overtopping. Actually 
they form small detention reservoirs which hold the water back long 
enough to give it time to infiltrate into the soil. This requires only 
a short time so that they are soon empty and ready for the next rain. 
They thus serve to reduce flood flow, prevent soil erosion, and increase 
ground-water supply. 

Much has been written of the advantages arising from the multiple 
use of storage reservoirs. It is sometimes claimed that the same 
storage capacity can be utilized for flood control, storing the flood 
waters to be used later (1) as an aid to navigation by increasing the 
low water flow, (2) for the production of power, (3) for irrigation, or 
(4) for water supply and other purposes. Large storage reservoirs 
provide the most generally effective and satisfactory method of flood 
prevention in common use, but, unless a reservoir has a capacity far 
greater than is needed for storing the excess waters of a major flood, 
its value for other purpoises is very limited if it is to be fully effective 

® Robert M. Morris and Thomas L. Reilly, “Operation Experiences, Tygart 
Rese^oir/^ Trana. A£.CJS,, 1042^ vol. 107, p. 1349. 
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for flood control. This necessarily follows from the fact that if a 
reservoir has only sufficient capacity to hold the waters from one 
major flood it must be emptied as quickly as possible after each flood 
in order to have its storage capacity available for the next flood that 
comes along. By always keeping sufficient storage capacity available 
for any probable flood, any additional storage can be utilized for other 
purposes. The reservoir capacity necessary to completely store the 
waters of any flood, reducing the outflow to some safe rate, can easily 
be found by means of a mass diagram. This capacity is given by the 
maximum ordinate between the mass curve of inflow and the mass 
curve of outflow. (See p. 283.) 

Protective works such as levees and flood walls are always built at 
those places along the river that require protection. On the other 
hand, storage reservoirs are almost invariably located at some con- 
siderable distance upstream from the cities or areas that are to be 
protected. They must be located where the topography is suitable 
and cost is not excessive. Unless a topographical map of the basin 
is available, a survey is necessary to determine the existence of suitable 
reservoir sites on the main stream and on each of the several tributaries. 
The cost of development of each of the possible sites must be deter- 
mined, and, after reducing this cost to an annual basis, it must be 
compared with the annual benefits that would accrue from its devel- 
opment. Only then can one determine which sites, if any, are 
economically feasible to develop. 

Determination of Benefits from Fiood Reduction 

To determine the annual benefits that would result from any flood- 
control program^® it is first necessary to establish a number of flood 
profiles throughout those reaches of the river, at least, where consider- 
able damages occur. Also, a design-flood profile should be determined 
as well as the minimum profile at which there are appreciable damages. 
A careful field survey is then necessary to determine the amount of 
the damages that result from floods corresponding to the established 
profiles throughout the damage zone. These values can be plotted 
in the form of a curve, and for any intermediate stages desired the 
damages can be found. 

Next, the frequency with which floods of each of these various 
magnitudes occur must be determined. With these data at hand, the 
manner in which they are used is illustrated. 

Suppose that at the downstream end of the damage zone the range 
of the flood stage for which damages occur is 10 ft. Let us assume 

For a more complete discussion of this subject see Cdgar E. Foster, “Evalua- 
tion of Flood Losses and Benefits,” Trans. A.S.C.E., 1942, vol. 107, pp. 871-924. 
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that the amount of damages has been determined throughout the 
entire length of the damage zone for profiles corresponding to flood 
stages at the lower end of 2, 4, 6, 8, and 10 ft, respectively. Also the 
number of times in 100 yr when each of these stages has been reached 
or exceeded has been determined. A table is then prepared as follows: 


TABLE 29 


Flood 

Number of Times 

Number of Floods 

Damages 


stage. 

in 100 Years That 

of This Stage 

per 

Total 

feet 

Stage Is Exceeded 

but No Higher 

Flood 

Damages 

10 

1 

1 

$1,200,000 

$1,200,000 

8 

2 

1 

800,000 

800,000 

6 

5 

3 

500,000 

1,500,000 

4 

9 

4 

250,000 

1,000,000 

2 

20 

11 

100,000 

1,100,000 



Total Damages per 100 yr 

$5,600,000 

If methods can be found whereby these flood stages can 

be reduced 

by 4 ft. 

a revised table similar to Table 29 is 

as follows: 




TABLE 30 



Flood 

Number of Times 

Number of Floods 

Damages 


Stage, 

in 100 Years That 

of This Stage 

per 

Total 

feet 

Stage Is Exceeded 

but No Higher 

Flood 

Damages 

10 

0 

0 

0 

0 

8 

0 

0 

0 

0 

6 

1 

1 

$500,000 

$500,000 

4 

2 

1 

250,000 

250,000 

2 

5 

3 

100,000 

300,000 



Total Damages per 100 yr 

$1,050,000 


The annual benefits would therefore amount to $45,500. It should 
perhaps be explained that it would have been impossible to determine 
the amount of the damages occurring within any 2-ft interval and then 
consider this figiire as being constant for all fioods that rea^h or 
exceed this stage, because these damages vary for the different magni- 
tudes of floods. For instance, a flood of a 10-ft stage uproots trees, 
carries away houses, and destroys bridges located at the lower levels, 
which would not be seriously damaged by a 2-ft or 4-ft stage of flood. 
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Flood Routing 

It is assumed above, for purposes of illustration, that methods have 
been found whereby flood stages at the lower end of the danger zone 
can be reduced 4 ft. It remains to be explained how the amount of 
this reduction in stage can be computed. For this purpose it is neces- 
sary to learn the character of the contribution to the flood hydrograph 
at the lower station from each tributary area whose contribution to 
that hydrograph we propose to change. To do this we must first take 
the hydrograph of a recorded flood from the upper area and determine 
how and when that water reaches the lower stations, for this hydro- 
graph changes as it moves downstream. Although the volume of 
water ordinarily remains almost constant, the base of the hydrograph 
broadens, the peak is reduced, and, of course, the time is delayed. 
Then, after determining to what extent this upper-station hydrograph 
can be reduced by storage or other means, we can route the revised 
graph down to the lower station and find how much the proposed 
upstream improvement affects flood peaks at the downstream station. 
The process whereby the hydrograph of a flood as it occurred at an 
upstream station is transferred to some point downstream is called 
flood routing through river channels. 

Without this procedure, no intelligent planning of flood relief is 
possible. In fact, it can happen that a reservoir located on a certain 
tributary and constructed at considerable cost may actually prove 
detrimental by delaying the flood waters a sufficient time so that they 
arrive at the downstream damage point at the crest of the flood, 
instead of passing harmlessly by at an earlier period. 

However, the flood hydrograph at any downstream station is 
affected and determined not only by changes in land use, by storage 
in small upstream reservoirs, and by channel storage, but also by 
storage in large downstream reservoirs. Before taking up the method 
of routing floods through river channels, the much simpler plan of 
routing through an uncontrolled reservoir will be considered. This 
latter procedure will be presented by means of a numerical example. 

Flood Routing through Reservoirs 

Figure 119, curve 1, represents two successive stream rises on the 
Monongahela River at Greensboro, Pennsylvania. It is assumed that 
a dam having a spillway length, L, of 600 ft, is to be built across 
this stream and that the relation between the discharge, Q, and the 
head, H, on the spillway is expressed by the equation 

Q « 3.5Li/^ 


( 1 ) 
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This relationship is shown graphically as curve 1, Fig. 120. The 
relation between H and reservoir-surface area is shown by curve 2, 
Fig. 120. This curve permits the computation of the storage capacity, 
S, for various values of H by starting with zero storage when »= 0 
and adding successive volumes for larger values of H. Since storage 
is a function of Hy equation 1 might be written in terms of storage 
rather than H as follows: 


Q = (2) 

The storage equation may now be written for some convenient 
time interval. 

Let T = number of seconds in the time interval. 

I == average rate of inflow in cfs during interval. 

Qi = rate of discharge over the spillway in cfs at the beginning 
of a time interval. 

Q 2 = the corresponding rate at the end of a time interval. 

51 = storage above the spillway crest in cubic feet at the beginning 

of a time interval. 

5 2 = corresponding storage at the end of a time interval. 

Then 

Si + IT - T = S 2 (3) 

The unknowns in this equation for any time interval are S 2 and Qo. 
These may be determined by simultaneous solution of equations 2 
and 3. Because the values of S 2 and Q 2 thus determined are the values 
of Si and respectively, for the next interval the procedure may be 
repeated for successive intervals until the entire hydrograph of out- 
flow is determined. The foregoing equations can be solved only by 
successive approximations, which make tlie'^rocess very tedious. 

The following graphical procedure greatly facilitates the solu- 
tion.^i^ 

Equation 3 may be rewritten as follows: 

(l-D— (M) 

An outline of this graphical procedure was presented by L. G. Puls, 'Tlood 
Regulation of the Tennessee River,” House Document 185.70, Congress .1st Ses- 
sion, 1028, pp. 43-^5. The method was also derived independently at about the 
same time by E. R. Gustafson, of the U. S. Engineer Office, Duluth, Minn. 

Other graphical procedures for solving reservoir storage problems have been 
presented. See for example ?-R. D. Goodrich, ^^Rapid Calculation for Reservoir 
Discharge,” Civil Eng,y February 1031, pp. 417-410; I. H. Steinberg, "A Method of 
Flood Routing,” Civil Eng., July 1038, pp. 476-477. 
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1 

Date 

1939 

Jan. 29 

Jan. 30 

Jan. 31 

Feb. 1 

Feb, 2 

Feb. 3 

Feb. 4 

Feb. 5 

Feb. 6 


TABLE 31 


2 

I Average 
during 
Interval 


3 

Elevation 
at End of 
Interval 


4 

Q 

at End of 
Interval 


3,500 

1.45 

3,500 

2,800 

1.40 

3,500 

5,500 

1.50 

3,500 

10,000 

1.90 

5,500 

14,500 

2.45 

8,000 

19,000 

3.15 

11,500 

32,000 

4.35 

19,000 

55,000 

6.40 

34,000 

82,000 

9.00 

57,000 

88,000 

10.55 

72,000 

68,000 

10.35 

70,000 

53,000 

9.50 

61,500 

43,000 

8.55 

52,500 

36,000 

7.70 

45,000 

29,000 

6.80 

37,000 

21,000 

5.85 

30,000 

18,000 

5.15 

24,500 

19,000 

4.80 

22,000 

23,000 

4.80 

22,000 

29,000 

5.15 

24,500 

40,000 

6.00 

31,000 

60,000 

7.60 

44,000 

93,000 

10.15 

68,000 

118,000 

12.60 

94,000 

120,000 

13.85 

108,000 

93,000 

13.15 

100,000 

75,000 

11.95 

87,000 

61,500 

10.70 

73,500 

50,000 

9.50 

61,500 

41,000 

8.45 

52,000 

33,000 

7.45 

42,500 

30,500 

6.75 

37,000 

30,000 

6.35 

33,500 

31,500 

6.20 

32,500 

32,000 

6.15 

32,000 

34,000 

6.25 

33,000 
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In this example a time interval, T, of 6 hr was selected. Values of 
S/T were determined from curve 2, Fig. 120, for various elevations 
and plotted as curve 3, Fig. 120. Values of Q/2 were then added to 
and subtracted from the abscissas of curve 3 to obtain curves 4 and 5, 
respectively. For any time interval, equation 4 requires that the 
abscissa of curve 5, corresponding to the water-surface elevation at 
the beginning of an interval, plus I, be equal to the abscissa of curve 4 
corresponding to the elevation of the water surface at the end of the 
interval. Values of I are obtained from column 2, Table 31. If it is 
assumed that the outflow is equal to the inflow during the first interval, 
then, since there is no change in storage throughout this period, the 
elevation at the beginning of the second interval is the one correspond- 
ing to a Q of 3500 cfs, or 1.45 ft. Beginning at this elevation on curve 5, 
Fig. 120, the value of I of 2800 cfs, is added graphically by measuring 
to the right, and the corresponding elevation at the end of the interval 
is determined from curve 4. This latter elevation is also the water- 
surface elevation at the beginning of the third interval thus permitting 
the process to be repeated. The steps involved in two intervals begin- 
ning at 6 A.M., January 31, are shown on Fig. 120. The elevation at 
6 A.M. is shown in Table 31 to be 9.00 ft. The value of /, 88,000 cfs, 
is added to curve 5 at this elevation, and the elevation at the end of 
the interval, 12 noon, is found to be 10.55. The next /, 68,000 cfs, is 
added to curve 5 at this elevation, and by dropping down to curve 4 
the elevation at 6 p.m. is 10.35. 

This procedure may be simplified by projecting values of elevations 
taken from curves 4 and 5 on to horizontal scales as shown in Fig. 120. 
Then, a scale of discharge values may be cut to slide between these 
horizontal scales, thus permitting values of I to be added to values on 
the upper scale in order to get elevations at the end of intervals 
directly from the lower scale. Having determined the water-surface 
elevation at the end of each interval, we may read the corresponding 
discharge values from curve 1, Fig. 120. These values, shown in 
column 4, Table 31, are plotted as curve 2, Fig. 119. The modifica- 
tion of the hydrographs resulting from reservoir storage may be deter- 
mined by a comparison of this curve with the original hydrograph 
(curve 1). 

Flood Routing through River Channels 

The method of flood routing described in the previous pages provides 
a means for the determination of the modified flood hydrograph that 
enters a river from a flood-control reservoir. Because flood-protection 
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reservoira are likely to be located many miles upstream from the 
cities in which most of the flood damage occurs, it is necessary to 
route the flood hydrographs to these downstream localities. The 
problem is similar to routing through a reservoir, in that the stream 
channel itself is an elongated reservoir, and the solution is again 
effected by successive applications of the storage equation in conjunc- 
tion with the relationship between storage and discharge. However, a 
number of difiiculties arise in river routing that make the problem 
more complex. In an extensive study of this problem, Thomas^® states: 
^Tn a large river with many tributaries, the movement of a flood wave 
is a phenomenon of such utter complexity as to defy complete and 
exact analysis by human brings.” In this same paper Thomas suggests 
a graphical “trial-and-error” solution which satisfies the fundamental 
equations of wave movement. This method, presented in more detail 
in a later paper,^^ is the only one of the several proposed by various 
writers that may be termed an exact method, all others being prop- 
erly called approximate methods. Owing to the laboriousness of 
the exact method, or because inaccuracies in basic data do not 
justify its use, most routing has been done by the approximate meth- 
ods. 

A complete description of the routing procedure by any one of the 
approximate methods is not given here, because any particular method 
usually applies only to a limited number of rivers. Generally it is 
necessary to select or devise a procedure to meet the needs of any 
particular situation. A brief resume of some of the published material 
on the subject is given, followed by a general discussion of the 
methods used. 

In 1939 an article was published^* giving a rather complete descrip- 
tion of methods used on the Tennessee River. The operations presented 
in this article apply to situations in which complete and accurate 
information concerning storage capacity of the river is available. In 
1942 the authors presented a method^® that was devised for the case 
in which no storage data were available. Another method that is 
used extensively by the U. S. Engineers Corps has been described 

Harold A. Thomas, “The Hydraulics of Flood Movements in Rivers,” Eng. 
BuU., Carnegie Institute of Technology, Pittsburgh, Pa., 1937. 

H. A. Thomas, “Graphical Integration of the Flood-Wave Equations,” Trans. 
Am. Geophys. Union, 1940, pp. 596-002. 

Edward J. Rutter, Quintin B. Graves, and Franklin F. Snyder, “Flood 
Routing,” Trans. A.S.CE., 1939, pp. 276-313. 

C. 0. Wisler and'E. F. Brater, “A Direct Method of Flood Routing,” Trans. 
AE.CJB., 1942, pp. 1519-1562! 
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by a number of This method has been called the 

‘^coefficient method/^^®'^^ or the Muskingum method,®® and its de- 
velopment has been credited to®® T. S. Burns, F. B. Harkness, and 
G. T. McCarthy. 

Four difficulties encountered in river routing that do not appear in 
reservoir routing will now be discussed. 

I • Determination of Storage* The storage capacity of the river 
at various stages must be known to provide the relationship between 
discharge and storage (equation 2, page 346). Accurate topographi- 
cal data of the type used to determine reservoir capacity are frequently 
not available for long river reaches. The storage may be determined 
by Wo other methods. If hydrographs of a flood are available at 
the lower and upper ends of the reach, the method used by the authors^® 
may be employed. In this method, the fact that the lower portion 
of the recession side of the hydrograph represents outflow from storage 
is utilized. This idea has also been presented by Horton.®® A second 
method requires, in addition to the hydrographs at the upper and lower 
ends of the reach, a hydrograph of inflow from the intervening area, 
that is, the drainage area contributing flow to the river between the 
upper and lower ends of the reach. With this information available, 
all quantities in the storage equation (equation 3, page 346) except 
S 2 — become known, and increments or decrements of storage may 
be determined for all intervals throughout the flood period. If some 
assumption is made as to the value of storage at the beginning of the 
flood, the increments may be added cumulatively to determine actual 
values of storage. 

2. Inflow from the Intervening Area. Usually in reservoirs, the 
increase in drainage area between the upper and lower ends is so small 

Gerald T. McCarthy, U. S. Engineer Office, Providence, R. I., “The Unit 
Hydrograph and Flood Routing.” A paper presented at the conference of the 
North Atlantic Division, U. S. Engineer Department at New London, Conn., 
June 24, 1938; revised, March 21, 1939. 

18 W. B. Langbein, “Channel-Storage and Unit Hydrograph Studies,” 7'rans. 
Am. Geophys. Union, 1940, pp. 620-627. 

18 B. R. Bilcrest and L. E. Marsh, “Channel-Storage and Discharge Relations in 
the Lower Ohio River Valley,” Trans. Am. Geophys. Union, 1941, pp. 637-649. 

28 C. 0. Clark, U. S. Engr. Office, Winchester, Va., “Storage and the Unit 
Hydrograph,” Trans. A.S.C.E., 1945, pp. 1419-1488. 

21 N. R. Laden, T. L. Reilly, and J. S. Minnotte, “Synthetic Unit-Hydrographs, 
Distribution Graphs and Flood Routing in the Upper Ohio River Basin,” Tram. 
Am. Geophys. Union, 1940, pp. 649-659. 

22 R. E. Horton, “Natural Stream Channel Storage,” Tram. Am. Geophys. 
Union, 1936, pp. 406-415 and 1937, pp. 440-456. 
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that the inflow from this area may be neglected. For river reaches, 
however, this area may be of considerable magnitude, and the inflow 
from it cannot be neglected. If hydrographs for a flood at the upper 
and lower ends of the reach are available, and if the relation between 
discharge and storage is determined, the inflow from the intervening 
area can be found by successive applications of the storage equation.^® 
The storage equation would be written with inflow at the upper station, 
Q, and inflow from the intervening area, I, as separate terms, as 
follows: 

s. + (Sl^) r + (^4-^) r - (2i-p) !■ - & (5) 

Values of Q and O being known, and with values of S determined from 
the storage-discharge relation, values of I are the only unknowns. 

If either the upper or lower hydrograph or the storage is unknown, 
the inflow from the intervening area must be estimated from rainfall, 
utilizing an assumed distribution graph to synthesize the hydrograph. 
This procedure is likely to give uncertain results unless hydrographs 
from a very similar watershed are available as a guide in estimating 
the shape of the distribution graph. A number of writers have dis- 
cussed this problem. 2 ^' 2®*26 

3. Storage-Discharge Relationship. In very large reservoirs, the 
water surface is nearly level at all times, so that a change in storage 
must be accompanied by a corresponding change in water-surface 
elevation at all points in the reservoir. Therefore, since the rate of 
outflow, O, is directly related to water-surface elevation, it may also 
be directly related to the storage as shown by equation 2, page 346. 
In a long river reach, however, the storage begins to increase as soon 
as the flood wave arrives at the upper end of the reach. It continues 
to increase until the wave front reaches the lower station, which may 
be hours later. During all this period of increasing storage the 
outflow, 0, may have been constant. It follows, therefore, that 0 is 
not directly related to storage. The authors, assuming that the storage 
in any reach is related to the average of water-surface elevation at 
the two ends and therefore to the average of the discharges at the two 
ends, have plotted storage against (Q + 0) with satisfactory results.^’ 

Footnote 16, page 350. 

24 Footnote 20, page 351. 

26 Footnote 21, page 351. 

2« Franklin F. Snyder, ‘^Synthetic Unit-Graphs,” Trans. Am. Geophys. Union, 
1938, p. 447, 

Footnote 16, page 350. 
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A somewhat similar procedure is used in the Muskingum method. 
In this method, storage is related to the weighted average of the total 
inflow (Q -f /) and O as follows: S K[xlt + (1 — ^)0), where 
-fe = (Q + I). The value of x is selected to give as nearly as possible 
the same storage-discharge relation during rising and falling river 
stages. When a: = 0, the relation applies to reservoir storage (compare 
with equation 2, page 346). The authors^ method^^ described above 
also provides for a variable value of x, because I was not used in their 
plotting. Consequently, the weight given to It depends upon the rela- 
tive magnitudes of Q and I. If, for example, I is approximately equal 


to Q, 8 would, in effect, be plotted against 



which would 


correspond to using x = in the Muskingum formula. When I is 
zero, the weighting would correspond to x = 0.5. In the Tennessee 
River work^’’ previously mentioned, a graphical method is used to 
accomplish this same purpose. 

4 * Variable Stage-Discharge Relations. Unlike outflow from a 
reservoir, discharge at a river-gaging station may vary with the slope 
of the energy gradient as well as with the stage. At such stations the 
relation between gage height and discharge are somewhat different for 
rising and falling stages (see Chapter 12, page 384). It follows that 
a relation between channel storage and discharge would also depend 
to some extent upon whether the discharge is increasing or decreasing. 
Several methods of correcting for such effects have been described. 
Each of these is developed for a particular situation and is not suffi- 
ciently general to warrant a detailed description here. 


Footnote 15, page 350. 
Footnote 15, page 350. 
Footnote 16, page 350. 
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If the exact relationships between rainfall, evaporation, transpira- 
tion, infiltration, and runoff were fully understood, there would be little 
need for the establishment of gaging stations and the collection of 
discharge records. Inasmuch as long-term rainfall records are avail- 
able almost everywhere, the necessary stream-flow data could then 
be computed more quickly and at less expense than they can be 
collected in the field. However, these relationships are not and perhaps 
never will be suflSciently well understood to enable the engineer to make 
a satisfactory determination of the yield of any stream without having 
actual discharge records covering a more or less extended period 
Regardless of the advances that will unquestionably be made in this 
science, it is doubtful if discharge records will ever cease to play an 
important role in the solution of all problems involving a knowledge 
of stream flow. 

A brief treatment of the technique involved in obtaining stream- 
flow records is given here. Special problems encountered on semiarid 
basins have been discussed in Chapter 9. For a more complete dis- 
cussion the reader is referred to the various treatises on the subject.^ 

1 Grover and Harrington, Stream Flow, John Wiley, 1943. (Out of print.) 

W. A. Liddel, Stream Gaging, McGraw-Hill, 1927. 

D. M. Corbett and others, ^'Stream-Gaging Procedure,” U, S, GeoL Survey 
Water-Supply Paper 888. 
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Methods of Obtaining Discharge Records 

The principal types of installations used to obtain continuous records 
of stream discharge are classified as follows: 

1. Weir stations. 

2. Control meter stations. 

3. Power plants. 

4. Velocity area stations. 

No one of these methods is the best suited to all conditions, but 
one is always to be preferred to the others. It is the engineer's duty 
to study carefully each situation and detennine the best procedure. 

Weir Stations 

Weirs are overflow structures for which there is a mathematical 
relationship between head, or height of water above the crest, and the 
discharge. A record of head may, therefore, be translated into a 
record of discharge. Weirs are often installed on small streams for the 
purpose of measuring discharge. Large installations are seldom made 
because the cost is prohibitive. However, spillways of dams are often 
used as weirs to measure the discharge of large streams. There are 
two types of weirs, sharp-crested and broad-crested. Sharp-crested 
weirs are characterized by a knife-edge overflow section from which 
the jet springs free. Broad-crested weirs include all other types of 
cross sections, such as flat-topped weirs and ogee spillway sections. 
Either type requires that the elevation of the tail water be low enough 
to avoid backwater at the crest. 

Sharp-crested weirs, when built in accordance with standard prac- 
tice, have the advantage of not requiring the establishment of a rating 
curve from field measurements. V-notch weirs are used to measure 
small discharges. A 90° V-notch is suitable for accurate determination 
of flows as low as 0.01 cfs. Some of the formulas derived for these 
and other types of weirs are found in standard books on hydraulics. 
Rectangular sharp-crested weirs are used for larger flows. Sharp- 
crested weirs are not adaptable to streams carrying loads of silt and 
debris. Such material collects in the stilling pool above the weir, thus 
raising the velocity of approach higher than under calibration con- 
ditions. Floating debris is likely to injure the crest of the weirs or to 
become lodged on the sharp crest where it affects the weir read- 
ing. 

Broad-crested weirs may also be precalibrated, but for accurate 
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results they are usually calibrated in the field. When such weirs 
have a horizontal crest they follow the general law that 

Q - CLH^^ (1) 

where Q is the discharge in cubic feet per second, L is the length of the 
crest in feet, H is the head in feet, and C is an empirical coefficient 
that must be determined from discharge measurements. King^ gives 
a large number of values of C for various types of broad-crested weirs. 
In order to provide a greater sensitivity to low discharges, broad- 
crested weirs having a parabolic notch have been utilized with good 
results. One such type developed by the U. S. Geological Survey is 
called the Columbus Deep Notch. It has the additional advantage 
of permitting the passage of most floating material and of being only 
slightly sensitive to changes in velocity of approach such as result 
from sedimentation. 

Control Motors 

A control meter is a structure built in the channel of a stream, by 
which critical depth is produced by raising the bottom of the channel, 
decreasing the width, or both. The throat of the section is usually 
made rectangular or trapezoidal in cross section. Such a device per- 
mits the application of the well-known relationships between discharge, 
minimum energy, and critical depth® for determining the discharge. 
The floor of the throat is made level, whereas the floor of the expanding 
outlet is given a sufficiently steep slope to cause the water to leave the 
throat at supercritical velocities and thus insure the presence of critical 
depth at some point in the throat. The expanding side walls of the 
outlet have the same effect as the steep bottom slope. A properly 
designed control meter is characterized by the presence of a hydraulic 
jump. The jump is below the constriction when the original depth 
in the channel is greater than critical depth and above the control 
when the original depth is less than critical. 

It is not possible to measure critical depth directly, since its exact 
position in the throat varies with the discharge and is not easily found 
even for a particular discharge. The discharge is determined by meas- 
uring the head at a point above the throat and applying the relationship 
between discharge and specific enei^ at critical depth. For a rec- 
tangular throat, this relationship is Q = 3.0876^^, in which b is the 
width of the throat and H is the specific energy at critical depth as 
shown in Fig. 121*^ An application of Bernoulli's equation between 

*H. W. King, Handbook of Hydraulics, McGraw-Hill, 1954, page 6-1. 

» H. W, King, Handbook of Hydraulics, McGraw-Hill, 1954, page S-7. 
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point 1 where the gage is placed and the throat, and solved for H, 
results in the following relationship 

+ ( 2 ) 

in which only the two minor quantities Vi and he are unknown. Vi 
may be found by trial, thus leaving only the energy loss unknown. 
Studies made by the U. S. Bureau of Reclamation^ indicate that, when 
all surfaces are connected by tangent curves, the energy loss is so low 
that it may be neglected. A meter with one angular change in direction 
at the beginning of a constriction is found to have a coefficient of 
discharge of 0.95.® The length of the throat must be kept as short 
as possible to avoid energy losses and at the same time long enough 
to insure that the critical depth will fall within the throat. A throat 
length of about three times critical depth has been found to give 
good results. 

The chief advantage of the control meter over the weir is its ability 
to measure discharge in debris- and silt-laden streams.® Since the 
flow immediately above the control is accelerated rather than retarded 
as it is in the stilling pool of a weir, silt and debris tend to be swept 
through the control. Its rugged construction permits the passage of 
logs and debris that would seriously damage a sharp-crested weir. 
This type of control is especially suited to intermittent streams on 
which there is little opportunity to find a natural control. The capac- 

* Julian Hinds, discussion of “The Improved Venturi Flume,” Trans. A.S.C.E., 
1926,vol.86,p.869. 

® Dr. F. V. A. E. Engel, “The Venturi Flume,” Engineer, August 3 and 10, 1934. 

® H. G. Wilm, J. S. Cotton, and H. C. Storey, “Measurement of Debris-Laden 
Stream Flow with Critical-Depth Flumes,” Trans. A.S.C.E., 1938, vol. 103, p. 1237. 
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ity may be made as large as desired by simply making the throat 
wider. The lower limit for accurate discharge measurements increases 
with the capacity of the meter. A typical ratio of maximum to mini- 
mum discharge is 125 to 1. Since it is usually necessary to measure 
discharges below the lower limit of large meters, a second smaller 
control meter or a weir is often set in parallel with the large one. 

Powor Plant Records 

At most modem power plants, operating records are kept that 
provide an excellent basis for the determination of the mean daily 
discharge past those plants. On many streams the head is so fully 
developed for power purposes that no suitable places are left for 
velocity-area stations because of backwater. In addition, many other 
streams are located where the climate is rigorous, and it is impossible 
to get discharge records without ice interference. Where such inter- 
ference occurs good records are both difficult to obtain and expensive. 

The total flow that passes a power plant is equal to the sum of the 
flow (1) through the turbines, (2) over the spillway, (3) through the 
various gates, sluices, fish ladders, etc., and (4) through, underneath, 
and around the dam, powerhouse, and embankments. 

The hydraulic turbine is an excellent water meter. The discharge 
capacity at various gate openings of most modern turbines has been 
accurately deteraiined. If it is unknown, it can be found by means 
of tests. If it is a low-head plant and the turbines are set in an open 
wheel pit, the discharge for the various gate openings can be measured 
by current meters in the head race, by the salt-solution method, or pos- 
sibly by means of a weir in the tail race. If it is a high-head plant and 
the water is conducted to the turbines through a closed penstock or 
pipe line, it may be more convenient to measure the discharge by the 
salt-velocity method, the Gibson method, or possibly by means of a 
Pitot tube. After a turbine has once been rated for the various gate 
openings, its rating is affected only slightly by years of service. 

The coefficients (equation 1) of discharge for nearly all types of 
spillways as they are built at the present time have been quite accu- 
rately determined.^ For other types, the coefficient can be determined 
by current meter measurements made at a time when all turbines, gates, 
sluices, etc., are closed. Almost all modem power plants keep a com- 
plete log of head-water and tail-water elevations. If the elevations 
of the crest of the dam and of the zero of the head-water gage are 

^ Robert E. Horton, “Weir Experiments, Coefficients and Formulas,” U. S, Oeol, 
Survey Water-Supply Paper Government Printing Office, Washington, D. C. 

H. W; King, Handbook of Hydraulics, McGraw-Hill, fourth ed., 1954. 
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known, the head over the spillway is found, and, with the length oi 
spillway known, the discharge is computed. 

A similar procedure is followed for finding the discharge through 
the various gates, sluices, etc. If they are of such construction that 
the proper coefficients cannot be found in engineering literature, they 
can be calibrated by the use of current meters or by other means. 
Horton* has provided a good method for determining the proper coeffi- 
cients to be used for partially open Tainter gates. 

The leakage past the dam may be determined by closing the turbines 
and other openings for a short time during low water, with the head 
drawn down enough to prevent overflow during the test, and then 
measuring with a current meter the total flow downstream from the 
plant. The quantity is sometimes so small that it may be neglected. 

By adding these quantities the total daily discharges are determined. 
With regard to accuracy, the results obtained by this method are the 
very opposite in character to those obtained at weir stations. In this 
instance, during periods of low flow nearly all the water passes through 
the turbines and that flow should be accurately determined. In 
rigorous climates the winter flows arc usually low and therefore difficult 
to determine accurately at either weir or velocity-area stations. Again 
during flood periods the peak discharges can ordinarily be determined 
more accurately from power-plant records than by either of the 
other methods. 

Velocity-Area Stations 

At velocity-area stations discharge measurements are made by 
dividing the stream cross section into a number of parts for each of 
which the area, velocity, and discharge are determined separately. By 
adding these partial discharges, we obtain the total for the stream. 
After a sufficient number of such measurements have been made, they 
are plotted against their corresponding gage heights to produce a 
station-rating curve or a discharge curve as it is called. Such a curve 
is shown in Fig. 122. After having been established, gage readings 
that have been taken at regular intervals, such as daily or oftener, 
may be applied to the curve and the corresponding discharges thereby 
determined. 

Every velocity-area station has three essential features: (1) a con- 
trol, (2) a gage, and (3) a metering section. The characteristics and 
relative locations of these component parts may vary considerably at 
different stations. 

® Robert E. Horton, '^Discharge Coefficients for Tainter Gates,” Eng. News- 
Record, January 24, 1934. 
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Discharge in cu ft/sec 

Fig. 122. Discharge _curve for Huron River near Whitmore Lake, Mich. 
Extended by: A, Ay/D method; R. Logarithmic method; C, Running method. 


The control is a cross section or reach of river channel that deter- 
mines the relationship between stage and discharge at that section and 
for some distance upstream. Tlie gage is an instrument that is in- 
stalled upstream from but within the range of influence of the control 
for the purpose of determining the fluctuations in stage with respect 
to time. The metering section is the cross section of the stream where 
the discharge is measured. 

Inasmuch as the discharge measured at the metering section is 
plotted against stage measured at the gage^ it follows that there should 
be no appreciable inflow to or outflow from the stream between these 
two points. Beyond that, there is no restriction as to their relative 
locations. In other words, although the gage must be located as noted 
previously with respect to the control, the metering section may be 
either upstream or downstream from either the gage or the control, as 
long as the quantity of water passing it per second is substantially 
the same as that passing the gage. 

The ConfroL The control may well be considered the most impor- 
tant of the three component parts of the station. Upon its permanence 
very largely depend both the cost and value of the discharge records 
obtained. In establishing a station the control should, therefore, 
receive first consideration; the gage should never be installed until 
after the location of the control has been determined. 
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In Fig. 123 are shown the longitudinal profiles of the bed of a stream 
and the water surface for a given reach. ABCDEF represents the 
profile of the water surface during a low stage of the stream. At this 
stage the section at C serves as a control for the reach extending up to 
B, and the section at E is the control for the reach from D to E. The 
reaches ABj CD, and EF act as their own controls throughout their 
respective lengths at this low stage. A reasonable amount of erosion 
or sedimentation at any point throughout these reaches does not 
appreciably affect the elevation of water surface for any considerable 
distance upstream. Nor does any similar change occurring anywhere 
between B and C or between D and E measurably affect the water 
surface anywhere upstream. On the other hand, any change occurring 
either at C or at B produces a corresponding effect upon the water 
surface throughout the reach BC or DEy respectively, during the low 
stages of the river. However, when the water surface rises approxi- 
mately to the stage represented by the profile A'E'F'y the section at E 
becomes the control for the entire length of channel from A to E. For 
this stage or for higher stages, any ordinary changes in the cross section 
of the channel, even though they occur at C or between A and B, have 
but slight effect upon the elevation of water surface although a similar 
change at E produces a marked effect throughout the entire reach 
from A to E, Thus many sections of the channel which act as controls 
during low stages of the river become completely drowned out in the 
high stages and have almost no effect on the water surface at points 
upstream. 

Except in places where a rock outcrop creates either a waterfall 
or a rapids with considerable drop, a longitudinal river profile is a 
practical necessity in determining the location of the various controls 
in any given length of stream channel. The best control is the one that 
is the most nearly permanent and that functions as a control through- 
out all stages of the river. 

No control is absolutely permanent. The continuous flow of water 
combined with the effects of temperature changes causes even the 
hardest granites to slowly disintegrate. Nevertheless, a control that is 

A' 



ri9. 123. 
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formed by an outcropping of good, hard, resistant rock may be con- 
sidered permanent at least for several decades. Most other controls 
are subject to a slow and gradual change through long periods or to a 
more rapid change during floods. After a gaging station has been 
established and sufficient discharge measurements have been made to 
determine the relationship between stage and discharge, it becomes 
the engineer’s duty and responsibility to make additional discharge 
measurements at various stages from time to time to learn just how 
rapidly or how slowly the control is changing. Such measurements 
should especially be made soon after the occurrence of major floods, 
for the most marked changes ordinarily occur then. A control should 
never be assumed permanent until it has been proved so by a number 
of measurements made after the passage of such floods. 

In some locations, especially on small streams, artificial controls 
are installed. The use of control meters and weirs has already been 
discussed. When properly installed, such devices require no special 
calibration. More generally, however, an artificial control is a low 
overflow dam or lined section of stream bed built for the purpose of 
stabilizing the stage-discharge relationship. The low dam type serves 
the additional purpose of providing sufficient depth for a current meter 
in shallow streams. An artificial control should have adequate cutoff 
walls and an apron on the downstream side as protection against 
erosion. The shape of the cross section should be designed to facilitate 
the passage of floating debris and bed material, whereas the curvature 
of the crest should be designed to provide the desired sensitivity at low 
discharges. The U. S. Geological Survey has developed a number of 
standard types of low dam controls.** 

The Oage and Us iocoffon. All gages may be classified as either 
recording or nonrecording. Recording gages draw a continuous graph 
of the fluctuations in stage. Nonrecording gages require an observer 
who reads the gage and records the readings at regular time intervals. 

Regardless of the type of gage employed, it should be located so as 
to conform to the following specifications: 

1. It must be upstream from, but within the range of influence of, 
the control. 

2. Its support should be rigid and immovable so that the elevation 
of the datum is unlikely to change. 

3. It should be as sensitive as possible; in other words, it should 
be located where the greatest range of fluctuations in stage occurs. 
In Fig* 123 the proper location is at or near D. 

9 Grover and Harrington, Stream Plow, John Wiley, 1943. (Out of print.) 
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4. It should be in a protected spot so that destruction by ice or 
other floating debris is improbable. 

5. It should be easily accessible. 

6. If the gage is nonrecording and on a northern stream, it should 
be located at a point in the stream where the velocity of the water 
is great enough to prevent ice formation. Oftentimes a good location 
is on the side of a bridge pier near the downstream end. At this 
point the water usually flows smoothly, does not freeze or pile up on 
the gage, and the danger of destruction and probability of change in 
datum is slight. 

7. The gage should never be located upstream from the junction 
with another stream near enough to be affected by backwater from 
that stream. Nor should it ever be located within the influence of 
backwater from a hydroelectric plant. At neither of these locations 
is the relation between stage and discharge constant. 

Recording Gages* Automatic recording gages have so many ad- 
vantages over the nonrecording type that they are being used more 
and more. Their principal advantages are: 

1. The personal equation is almost entirely eliminated. In dis- 
agreeable weather or at times when the observer of a nonrecording 
gage is busy with other matters, there is a strong temptation not 
to read the gage for considerable periods at a time and then to inter- 
polate the missing values. Authenticity of records may therefore be 
questionable at times. 

2. A nonrecording gage is usually read by the observer once or twice 
a day. Especially on the smaller streams, large fluctuations may occur 
between readings, and as a result the hydrograph obtained by plotting 
the discharges from the daily gage readings does not present a true 
picture of the actual behavior of the stream. This matter becomes 
doubly important when one or more power plants are located upstream 
from the gage and also when diversions for irrigation, municipal, or 
industrial uses are made at upstream points which change the natural 
flow of the stream. 

In Fig. 124 is shown a continuous-recording river gage. In this 
instrument the cylinder is driven by the clock at a constant speed 
represented on the record sheet by scales varying from 1.2 in. per day 
to 864 in. per day. The pen carriage, actuated by a float as the water 
surface in the well rises and falls, travels back and forth. The rate of 
travel varies from 0.2 in. to 10 in. for each foot of fluctuation in stage. 
To permit the recording of unlimited fluctuations in gage height, Sae 
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rig. 124. Stevens water-stage recorder type A36. Courtesy Leopold k Stevens 
Instruments. 


pen carriage automatically reverses direction at the top and bottom of 
the chart. In Fig. 125 is shown a record sheet covering such a reversal 
period. This type of gage is so designed that the chart must be 
changed as often as each day or as infrequently as every 2 months, 
depending on the time scale selected. 

In the gage illustrated in Fig. 126, the clock drives the pen carriage 
at a constant speed across the record sheet while the float turns the 
cylinder as the stage rises and falls, which is the reverse of the 
arrangement in the gage shown in Fig. 124. The operating period for 
this type of gage ranges from 1 day to 10 days. 

The recording gag^ described above are entirely satisfactory when 
installed at hydroelectric power plants or at other points where an 
attendant is present who, in addition to his other duties, changes the 




STREAM-FLOW RECORDS 


365 




Wg. 126. Stevens water-stage recorder tjnpe F. Courtesy Leopold & Stevens 
Instruments. 
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record sheet, winds the clock at regular intervals, and sees to it that 
the gage operation is continuous. 

When these gages are installed in isolated places with no attendant 
present, there is always the danger of a break in the continuity of the 
records because of the clock stopping or because of some other instru- 
mental failure. The longer the period of operation without attention 
the more delicate is the mechanism and therefore the greater is the 
probability of breakdown. Gages operating no longer than a week or 
10 days are relatively sturdy in construction and free from failures. 
Even when such gages stop, the interruption is for such a short period 
that the missing records can be interpolated quite satisfactorily. On 
the other hand, it is almost impossible to interpolate records that are 
missing for a period of a month or longer. The value of discharge 
records increases tremendously with their continuity. Frequent inter- 
ruptions render them of little value for many purposes. 

In the long-distance transmitting type of gage, the transmitter is 
installed at the point on the streana where the records are to be ob- 
tained. By means of an electric line, such as a telephone circuit, 
the gage heights are automatically transmitted to any distant point, 
where receiving instruments are installed. The receivers are usually 
of the continuous-recording type, although they may also be of the 
indicating type in which the gage height is only indicated on a dial 
and is not recorded. Although this type of gage is expensive to install, 
especially where the records are to be obtained at a remote point and a 
long transmission line must be built, it has several great advantages 
over other types of gages. The receiver may be installed in a power 
plant or office where someone is always present to observe a break in 
operation and to dispatch a repair man to find and correct the trouble, 
thereby insuring continuity of records. No additional employee in the 
field or long trip from the office or power plant is necessary to change 
the record sheet at regular intervals. Radio-operated remote-recording 
systems are also available. They have the advantage of not requiring 
a wire between the gage-height transmitter and the recorder. 

All recording gages that are not in power plants or in pumping 
stations should be housed in permanent shelters preferably of concrete 
and located on the stream bank. The floor of the gage house should 
be above the extreme high-water level. The float well should be 
excavated to a depth below the extreme low-water stage, so that the 
float can rise and fall freely with the fluctuations of the stream. A 
pipe having a diametiBir of about 4 in. should connect the float well with 
the deepest portion of the stream. A bank of earth or other material 
around the gage house may prevent freezing in the winter. Otherwise 
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an electric light in the well or some other device must be employed 
for this purpose. 

Nonrecording Gages. Nonrecording gages are of four general 
types: (1) staff, (2) weight, (3) float, and (4) hook. 

Staff gages are either vertical or inclined and are usually located 
at or near the water’s edge to be easily readable and readily accessible 
to the observer. The zero of the gage should be below the stage of 
extreme low water to prevent the occurrence of negative readings. If 
the stream is subject to large fluctuations in stage, and the banks slope 
gently to the water’s edge, either two or more sections of vertical staff 
or an inclined staff may be used. If the vertical staflf is adopted, 
special care should be taken to insure that the several sections are so 
installed that the gage readings on all sections refer to exactly the same 
datum. If an inclined staff is used, it should be securely anchored to 
concrete piers that extend well below the frost line to prevent a change 
in datum through frost action. 

Vertical-staff gages may be either metal or wood, although the 
former are much to be preferred. Alternate subjection of wood-staff 
gages to air and water causes rapid deterioration, and painted gradua- 
tions soon peel off. Enameled metal staffs have a much longer life, 
can be obtained in various lengths of section, and can be graduated to 
tenths, half tenths, and hundredths of feet if desired. Inclined staffs, 
on the other hand, are usually made of wood. The graduations are put 
on after the gage has been installed, and the space depends upon the 
slope at which the gage is set. 

Weight gages are so designed that a weight, attached to the end 
of a tape, chain, or wire, can be lowered to the water surface and 
the gage is read to determine the elevation 
of the water with respect to some fixed 
datum. A gage of this type is illustrated 
in Fig. 127. In this instrument the weight, 
fF, is lowered by means of a narrow metal 
tape, r, which has a low coefficient of ex- 
pansion and is graduated in feet only. The 
tape is wound on the reel, i?, and passes 
over the pulleys, P, and the scale, S, which is 1 ft long and is graduated 
in tenths and hundredths of feet. When the reel is released and the 
weight is lowered to the water surface, only one foot mark can be over 
the scale. The gage reading is represented by that foot mark plus the 
tenth and hundredth appearing on the scale directly beneath the foot 
mark. Only the back and base of the gage box are shown in the figure. 
The remainder of the box, with hinges at H, has been removed. 
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Pig. 128 . Hook gages. Also straight point that can be substituted for hook. 
Courtesy W. and L. E. Gurley. 

A float gage consists of a float and a counterweight connected by 
a tape, wire cable, or chain that passes over a pulley located near 
the upper end of a vertically graduated scale board. The gage reading 
is indicated on the scale by an index marker on the tape, cable, or 
chain. To prevent its being carried away by the current, the float must 
be enclosed in a stilling well which consists of a vertical box usually 
made of timber or concrete and having holes in the sides or bottom to 
permit the water to stand at the same level inside and outside. The 
principal use of such gages is at power plants and at pumping stations. 

Hook gages, examples of which are shown in Fig. 128 , are the most 
accurate of all types of gages. A hook gage is usually installed in a 
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stilling well in order to provide a calm water surface. The hook^ which 
is attached to the lower end of a vertical rod, is lowered until the point 
is beneath the water surface where it is clamped in position. By means 
of a slow-motion screw it is then raised until the point causes a slight 
rise to appear on the water surface. By means of a vernier the stage 
can be read to a thousandth of a foot. Because the accuracy attained 
is not justified in view of the difficulty in making the readings, this 
type of gage is seldom used in stream-gaging work, except at some 
weir stations where slight fluctuations in stage cause appreciable varia- 
tions in discharge. 

Gage Datum. Regardless of the type of gage that is used, it is of 
utmost importance that the elevation of its zero be determined with 
respect to at least two pennanent bench marks in the near vicinity. 
After a gage has once been installed, its datum should if possible be 
kept unchanged. 

The maintenance of a permanent datum is of such fundamental 
importance that the elevation of the zero of the gage should be checked 
annually, and the gage should be reset whenever any change is found 
to have occurred. Unless this precaution is taken, long periods of 
records are likely to have doubtful value because of a change in the 
elevation of the gage. Inasmuch as the time when this change occurred 
is unknown, corrections are impossible. With an annual check, how- 
ever, this difficulty is greatly reduced. 

Measurement of Velocity 

For the determination of the velocity of a stream a great many 
different kinds of instruments have been developed. These instruments 
fall into three general classes depending upon the principles on which 
they operate: (1) floats, (2) pressure instruments, and (3) current 
meters. 

Floats, inasmuch as they move with the same velocity as the 
adjacent water, provide a direct means of measuring that velocity. 
There are three kinds of floats: surface, subsurface, and rod. For 
surface floats almost anything that floats may be used, such as apples, 
oranges, bottles partly filled with water, cakes of ice, driftwood, 
pieces of paper, and so on. The surface velocity is found by timing 
the travel of these floats at various points across the stream through 
measured distances that usually range between 100 ft and 500 ft. The 
mean velocity in the vertical is taken as the product of the observed 
surface velocity and a coefficient. This coefficient should be determined 
experimentally (see page 378). Rod floats are usually of wood, about 
2 inches square, and of a length slightly greater than the depth of the 
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water. They should be well coated with waterproof paint or varnish 
to prevent them from becoming waterlogged and should be so weighted 
at their lower end that they float vertically and almost submerged. 
Subsurface floats are no longer used. The use of all kinds of floats 
should be restricted to straight stretches of river channel having a 
practically uniform cross section throughout. Because natural river 
channels seldom if ever fulfill this requirement, fioats are not ex- 
tensively used in stream-gaging work. 

From time to time various instruments have been devised for the 
purpose of measuring the velocity at a point in the stream based upon 
the principle of converting the kinetic energy of the water into pressure 
energy and then measuring the pressure head. The Pitot tube, which 
is the most noteworthy of these instruments, can be used successfully 
in pipes and in experimental channels but is not adapted for use in 
natural rivers. Another instrument of this type utilizes a flat plate, 
the pressure on whose face is transmitted through a hollow tube and 
indicated on a dial. Numerous other devices employing this principle 
have been developed, but none has proved satisfactory for measuring 
velocities in natural streams. 

At nearly all velocity-area stations the velocities are determined by 
current meters in which a wheel is made to rotate about its axis by the 
force of the current. The speed of rotation depends upon the velocity 
of the water. Inasmuch as this relationship is affected by many factors 
such as bearing friction and the shape and surface condition of the 
moving parts, it is necessary to rate each meter even though it may 
appear to be an exact replica of another rated meter. The rating 
should be checked after severe usage, when it has been accidentally 
damaged, and about once a year under ordinary usage. 

Rating of Current Meter 

The usual method of rating a current meter is to draw it through 
still water and observe the time of travel and number of revolutions 
made as the meter travels a given distance. The number of revolutions 
per second and the corresponding velocity in feet per second are then 
computed. When these quantities are plotted one against the other 
on ordinary cross-section paper, a straight line is usually found to fit 
the points closely enough for all practical purposes. Ordinarily, how- 
ever, there is a change in the slope of this line at some certain velocity 
that seems to vary for different meters, so that two equations for this 
relationship must be derived, one for the higher velocities and the other 
for the lower. These equations are then solved for different velocities 
and a rating table is made up. 
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Among the current meter-rating stations in the United States are 
those at the Bureau of Standards, Washington, D. C.; University of 
Michigan, Ann Arbor, Michigan; Cornell University, Ithaca, New 
York; and Rensselaer Polytechnic Institute, Troy, New York. At all 
these stations the meter is suspended from a car, driven by a motor 
at uniform speed, that is running on a track over a tank or channel 
filled with water. Time, distance, and number of revolutions are auto- 
matically recorded on a revolving drum. 

It has been found that for any given velocity of the car a meter 
supported by a rod revolves faster than if it were supported by a cable. 
Hence, when a meter is being rated it should be supported in the same 
manner in which it will be used in making measurements. If some- 
times it will be supported by rod and at other times by cable, it should 
then be rated both ways. 

Types of Current Meters 

All current meters may be divided into two general classes, differ- 
ential and direct-acting, depending entirely upon the type of wheel 
employed. In the differential meter, of which the Price (Fig. 129) is 
an example, the wheel consists of a series of cups that rotate on a 
vertical axis. It is observed that half of the cups are convex and half 
are concave to the current. The difference in pressure produces the 
rotation. In the direct-acting meter, such as shown in Fig. 130, the 
wheel, which resembles a propeller, carries a number of vanes on a 
horizontal axis whose direction coincides with the direction of flow. 
The force of the current acts directly and uniformly on all the vanes 
and tends to cause rotation. 

Current meters may also be classified in accordance with the manner 
in which the observer determines the number of revolutions that the 
wheel makes during the period of observation. Under this method of 



lag. Price current meter. Courtesy W, and L. E. Gurley. 




372 


HYDROLOGY 



Fig. 130. Direct-acting meter. Cour- 
tesy Leupold & Stevens Instruments. 


classification, the different types are (1) mechanical, (2) acoustic, and 
(3) electric. 

The mechanical meter, through a worm gear on the shaft of the 
meter wheel, operates a set of gears that indicates the number of 
revolutions the meter wheel has made during the observation. A cord 
or light wire-cable connection enables the operator to throw the gears 
in and out of mesh at the beginning and end of each observation. On 
account of trouble from fioating debris and the inconvenience of taking 
the meter out of the water for each reading, this meter has never gained 
extensive .use. 

l^e^acoustic^meter and also the electric meter are so designed that 
a signal is produced at each revolution or at every second, fifth, tenth, 
ornther number, of revolutions. In the acoustic inhi^r the signal is 
conveyed directly tio^die ear of Ihe observer through a hollow tube. 
As 'lheae meters mii^ be held in positicm by ihe observer, their use is 
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restricted to shallow streams. In the electric meter a telephone circuit 
energized by a battery carries the signal to a telephone receiver at the 
ear of the observer. Because of its general adaptability to the wide 
variety of conditions encountered in natural rivers, this type of meter 
is almost universally used. 

In making an observation with either an acoustic or an electric meter, 
the meter is submerged to the desired depth, whereupon the observer 
with the aid of a stop watch determines the time required for a certain 
number of revolutions. As the velocity at any given point in a river 
is not usually constant but is subject to pulsations, a sufficient number 
of signals should be timed so that the true mean velocity at that point 
is closely approximated. . For this purpose the time of observation is 
usually about 50 or 60 sec. After we know the time required for a 
given number of revolutions, we determine the velocity from the rating 
table (see page 370). 

The vulnerable parts of current meters are the cups or vanes and 
the bearings. After every measurement the meter should be dismantled 
and carefully dried, and the bearings should not only be dried but oiled, 
using only high-grade watch oil. One of the advantages of differential 
meters is that they have vertical shafts and therefore operate on point 
bearings with a minimum amount of friction. To protect the bearings 
from injury, they should be released from contact when not in use. 
The spinning time of every meter should be known. Just before start- 
ing the gaging, the meter should be given the spinning test in still air 
to make certain the bearings are properly adjusted. The operation of 
the meter wheel should be watched constantly. If it appears to be 
sluggish, repeat the spinning test. Cup meters are slowed down when 
algae become wound around the axis near the bearings either above or 
below the wheel. When algae or other foreign matter is found in the 
bearings upon the completion of the gaging, all measurements that 
were made after the bearings were last inspected or tested should be 
repeated. In operating the meter near bridge piers or rocks, great care 
should be taken to prevent injury to the meter wheel. If the cups or 
propeller are dented, bent, or chipped in any way, its rotating speed 
for any velocity of water has most likely been changed, and the meter 
should be rerated before being used again. When the contact signals 
are received irregularly, the observer should determine the cause; 
such irregularity may result from pulsations in the currents, from miss- 
ing contacts, or from breaks in the electric circuit. 

Stop watches also are delicate instruments and should be checked 
frequently to determine whether or not they properly record the time. 
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Methods of Making Current Meter Meosurements 

Current meter measurements may be made (1) from bridges, (2) 
from cableways, (3) from boats, and (4) by wading. Bridges provide 
the most convenient method, when they are available and when the 
cross section and velocity of the stream at the bridge are favorable to 
accurate measurement. However, the best cross section is rarely 
found at a bridge. If there are piers in the river, they usually create 
turbulence and scour. Often old cofferdams and piling are left from 
the construction of the bridge, and these impair the value of the section 
for current meter work. There is then the question of whether or not 
the convenience provided by the bridge more than offsets the inaccu- 
racy resulting from its use. 

Cableways are frequently used by the U. S. Geological Survey. 
Although rather expensive to install, they have the advantage that 
they can be built at sites that are the most favorable for gaging. 
From the cableway a car is suspended by means of which the observer 
propels himself from point to point across the stream. The cable, 
which is usually •% in. to % in. stranded steel wire, may be suspended 
between trees or between specially constructed and well-anchored 
supports. 

Sometimes discharge measurements can be made advantageously 
from a boat, especially if the velocity of the stream does not exceed 
3 or 4 ft per sec. For higher velocities and for rough water it becomes 
difficult to hold the boat steady enough to permit accurate measure- 
ments. For large, wide rivers the boat must be anchored and its 
position determined by means of sextant or by triangulation. For 
narrower streams it can be held in position by a cable stretched across 
the river, and tagged with the stationing usually at 10-ft intervals. 
The meter should be suspended from a boom projecting several feet 
from the boat, so that the measured velocities are unaffected by the 
presence of the boat. 

Measurements by wading are restricted to streams that are relatively 
shallow and of moderate velocity. A tagged measuring line or tape 
must be stretched across the river near the water^s surface. The meter 
must be held far enough away from the observer that his presence does 
not affect the velocities being measured. 

Maoiuremenf of Area 

In making dischar^ measurements with current meters the biggest 
errors usually result from measurements of area rather than of 
velocity* For this reason the seemingly simple operation of measuring 
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the depth of the stream receives considerable attention. When the 
velocities are low (less than about 4 ft per sec), no serious difficulties 
are encountered; but, when the velocities are around 5 or 6 ft per sec 
or more, and when the river is deep, accurate measurements are not 
easily made. 

Occasionally the stream bed is nearly permanent and is subject to 
neither erosion nor sedimentation. In this instance a standard cross 
section should be taken in time of low water. With a level and rod, 
elevations of the river bed are obtained at the intervals necessary to 
define its contour properly. This cross section is plotted, and the 
depths below zero gage height are indicated at all points at which 
velocity measurements are made. The depths existing at the time 
of any measurement are then found by adding these values to the 
gage height. When such standard cross sections are used they should 
be checked at frequent intervals to make certain of their pennanence. 

If the stream bed at the metering section shifts too much to permit 
the use of a standard cross section, it is necessary to determine the 
depth by sounding at each measuring point every time a gaging is 
made. For this sounding there are tw'o general methods of procedure, 
depending somewhat upon the depth, velocity, and equipment at hand. 

With ordinary velocities, tlie depths are easily measured. However, 
when the velocities are high, a hea^y lead weight suspended from a 
small but strong wire cable can be swung upstream and dropped so 
that it reaches the bed upstream from the metering section. By pulling 
up the cable until it becomes taut the weight can be lifted just enough 
to allow it to slide along the bed until it reaches the measuring section. 
Then with the cable as near a vertical line as possible it is gripped or 
marked at some reference point, as, for instance, the corner of the 
bridge rail, if the measurement is being made from a bridge. The 
weight is then lifted until the bottom just grazes the water surface. 
The depth is found by measuring the amount the cable has been raised. 
Such soundings are made successively at all points at which velocity 
measurements are to be made later. Frequent gage readings should be 
taken to determine wdiether or not the stage is changing. If the regular 
gage is not near at hand, a temporary gage or reference mark should be 
established. If the stage does change, the proper corrections must 
be made to the measured depths when the velocity readings are taken. 
In this manner the depths are found at all the stations before any 
velocities are measured. 

In the other method, and this is perhaps the more common procedure, 
the meter, weight, and cable are first used for sounding the depth and 
then for measuring the velocity at that same station before moving 



376 


HYDROLOGY 


up to the next station. When measurements are made by this method 
in swift, deep water, especially if they are made from a bridge or 
cableway, corrections have to be made in order to determine the 
vertical depth of stream and to submerge the meter at the proper 
depth below the surface. 

In the Annual Report of the Chief of Engineers, U. S. Army, 1900, 
F. C. Shenehon describes a method of correcting soundings and meter 
placements in deep, swift rivers. Figure 131 shows the position 
assumed by the sounding line as the weight, just off the bed of the 
stream, is supported entirely by the line. From this figure it is seen 
that if the weight is slowly lowered to the bottom of the stream, then 
from the length of cable af must be deducted the distance ae and the 
difference between the lengths of ef and be, in order to determine the 
depth be, assuming the bed ef is horizontal. Both these corrections 
are functions of the angle 6, In the figure, ae = ab sec 6. The differ- 
ence between the length of ef and the depth be is determined 



Pig. 131. 
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empirically and is equal to X X ef. In Table 32 are given values of 
sec 6 and also values of K as determined by Shenehon. 


TABLE 32 


0 

sec^ 

X 

e 

sec^ 
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4 
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6 



24 


.0296 
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1.1126 
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28 

1.1326 
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1.1547 

.0472 

14 


.0098 

32 

1.1792 

.0544 

16 



34 



18 



36 

1.2361 

.0698 

20 







In making measurements by this method the procedure is as follows: 

1. Measure the distance ab, 

2. Lower the weight until it rests on the bed of the stream, and 
measure af, 

3. Find ae from ab sec interpolating for sec 0 if necessary. 

4. Subtract ae from ajy obtaining e/ which is then multiplied by X. 
Subtract the result from ej to get be. 

5. To make a velocity measurement at eight tenths of the depth of 
the stream, the meter is raised from the position shown in Fig. 131, 
a distance equal to two tenths of the depth, 6c, minus the distance 
from the bottom of the weight to the center of the meter wheel. 

6. To make a measurement at two tenths of the depth, the meter 
is lowered until the center of the wheel is distant from a an amount 
equal to ae plus two tenths of e/. 

As an illustration of the above procedure, suppose that ab = 16.5 ft, 
a/ = 29.7 ft, and $ = 28^ 

ae = 16.5 X 1.1326 = 18.7 

ef = 29.7 - 18.7 = 11.0 

be = 11.0 - 0.0408 X 11.0 = 10.55 

If the distaiice from the bottom of the weight to the center of the 
meter wheel is 0.5 ft, then with the bottom of the weight just touching 
the stream bed at /, in order to make a velocity measurement at eight 
tenths of the depth, the cable should be raised an amount equal to 
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(0.2 X 10.65) —0.60*= 1.6 ft. Also if a velocity measurement is to 
be made at two tenths of the depth below the surface, the meter should 
be let down a distance of 18.7 + 0.2 X 11.0 *= 20.9 ft below a. 

The values in Table 32 are given to the fourth decimal place mainly 
for purposes of interpolating, and depths should be recorded to the 
nearest tenth of a foot only. Corbett^^ warns that this method is based 
upon the following assumptions: 

1. That the weight and wire are such that the weight will go to the bottom 
despite the force of the current. 

2. That the sounding is made with the weight at the bottom but entirely 
supported by the wire. 

3. That the horizontal pressure on the weight, when in the sounding posi- 
tion, is neglected. 

4. That the table of coefficients is applicable for any wire or sounding 
weight provided the wire or weight is designed so as to present as little 
resistance as possible to the current. 

Warning is also given that the method yields correct results only 
when the direction of the current is approximately normal to the 
metering section. If it deviates by more than 10 degrees, an additional 
correction should be made to the vertical angle. In such instances, 
however, the results are perhaps of questionable accuracy because of 
the probable difference in depth at / from that at c. 

Mean Velocity in Vertical 

At any point in the cross section of a stream the velocity varies 
from the surface down to the bottom. If velocities are plotted as 
abscissas and depths as ordinates, the resulting vertical velocity curve 
normally resembles a parabola with its horizontal axis located at 
about 20 or 25 per cent of the depth below the surface. The exact 
shape of the curve varies greatly, however, for different depths of 
stream and for different velocities. For any given mean velocity, the 
deeper the stream the less is the maximum velocity and the more 
nearly is the velocity uniform throughout. 

The more commonly used methods of determining the mean velocity 
in the vertical with a current meter are the following: 

1. Vertical velocity curve. 

2. Two-point method. 

3. Six-tenths depth method. 

4. Two-tenths depth ^method. 

Don M. Corbett, “Stream Gaging Procedure,” IJ, S. Geol. Survey Waters 
Supply Paper 888, Government Printing Office, Washington, D. C. 
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5. Three-point method. 

6. Surface method. 

7. Integration. 

In the vertical velocity-curve method, measurements are made at 
regular intervals from a point just beneath the surface down to the 
bottom of the stream. For each curve the velocity should be meas- 
ured at no less than six points and preferably at ten or twelve. The 
points are plotted on cross-section paper. The curves are drawn in and 
extended up to the water surface and down to the bottom of the stream. 
The area within each curve is then planimetered and divided by the 
total depth to find the mean velocity. At least one vertical velocity 
measurement should be made at every station at a high stage of the 
river, another at a medium stage, and another at a low stage. The 
results of these measurements are used to determine the coefficients 
that must be applied to the results obtained by each of the short-cut 
methods of measurement. For each of these methods for which coeffi- 
cients are found to be needed, a curve can be obtained by plotting the 
coefficients, as determined by the measurements, against gage height. 
By extending this curve to higher stages, we can find the coefficient 
for any gage heiglit. 

In the two-point method an observation is made with the meter 
at two tenths of the depth and again at eight tenths of the depth 
below the surface. The average of these two results is taken as the 
mean velocity in the vertical. Seldom is a coefficient necessary in 
this method, if the channel is straight, uniform, and unobstructed for 
some distance upstream from the section. This method is the most 
widely used and perhaps most generally satisfactory of all. It cannot 
be used, however, at points where the depth is less than five times 
the distance from the bottom of the meter weight to the center of the 
meter wheel, because the meter wdieel cannot be submerged to 
eight tenths of the depth. 

In the six-tenths method a single observation is made at six tenths 
of the depth below the surface, and the result is taken as the mean 
velocity in the vertical, except where the vertical velocity measure- 
ments indicate the need of a corrective coefficient. Although this 
method usually gives fairly accurate results, it is not as dependable 
as the two-point method and is not often used, except where the two- 
point method cannot be used because of insufficient depth or because 
of interference by grass, weeds, or rocks at eight tenths of the depth. 

Before the 0.2-depth method can be used at a station, it is necessary 
to make a number of discharge measurements at various stages, using 
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either the vertical velocity-curve method or the two-point method. 
For each such measurement a hypothetical discharge is computed by 
considering the mean velocity in each vertical as the velocity that was 
found at two tenths of the depth. Each of these hypothetical dis- 
charges is then plotted against the corresponding values of the true 
measured discharge. The results are usually found to produce a 
straight, or nearly straight, line passing through the origin. 

One of the advantages of the two-tenths method is that at two tenths 
of the depth the velocity is either the maximum or very nearly the 
maximum. Therefore in that vicinity the velocity curve is practically 
vertical, and the velocity varies only slightly with considerable varia- 
tions in depth. For this reason it is not so important that the meter 
be placed at exactly the proper depth as in a six-tenths measurement. 
Also this relationship is more nearly constant than the relation 
between the surface velocity and the true mean velocity. This method 
possesses considerable merit. 

The three-point method is a combination of the two-point and the 
six-tenths methods. Observations are made at two tenths, six tenths, 
and eight tenths of the depth, and the mean of the three is taken as 
the mean velocity in the vertical. Sometimes the mean of the velocities 
obtained at the two-tenths and eight-tenths depths is averaged with 
the velocity at six-tenths depth. This procedure does not seem to be 
logical, for it is admitted that the six-tenths method does not give as 
accurate results as the two-point method; it follows, therefore, that 
the average of these two methods is not as accurate as the two-point 
method. It may be advantageous, however, to use the three-point 
method in gaging deep streams and give equal weight to all three 
measurements. 

Surface measurements are sometimes made in which the meter is 
submerged either a constant depth below the surface for measurements 
made at all stages, or the meter is submerged a certain percentage of 
the total depth. Whichever method is used, a coefficient must be 
applied to each surface velocity to get the mean velocity in the vertical. 
These coefficients are obtained from vertical velocity measurements 
by dividing the mean velocity in each vertical by the velocity obtained 
from the curve at the depth at which the surface measurement is made. 
By plotting these coefficients against gage height and, if necessary, by 
extending the curves to higher stages, the proper coefficients can be 
found for any gaging. 

In the integration m^hod, the meter is lowered from the surface 
to the bottom and returned to the surface at a constant rate at each 
vertical, and the revolutions are counted and timed for each observa- 
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tion. Because (1) it is difficult to raise and lower the meter at a 
uniform speed, (2) the observations are affected by the vertical move- 
ment of the meter, and (3) the lowest velocities occurring near the 
stream bed are not included in the integration, this method is not 
often used nor is it to be recommended. 

Characteristics of a Good Metering Section 

Regardless of the method employed, the accuracy of current meter 
measurements depends in a large measure upon the characteristics of 
the metering section. If those characteristics are ideal or even favor- 
able, an amateur at this work should obtain satisfactory results 
without much difficulty. On the other hand, if these conditions are 
adverse, it may tax the ingenuity of the most skillful and experienced 
hydrographcr to make a satisfactory discharge measurement. The 
conditions that favor good results are as follows: 

1. The section should be straight and uniform for a distance 
upstream equal at least to five times the width of the stream and for 
a distance downstream equal to twice the width of stream. 

2. The bed of the stream should be smooth. It should be free from 
vegetal growth, boulders, or other obstructions. Bridge piers are 
particularly objectionable. 

3. The bed and banks of the stream should be firm and stable. 

4. The current should be normal to the metering section. 

5. Velocities should be greater than 1 ft per sec and less than 4 ft 
per sec. 

6. There should be no large overflow section at flood stage. 

7. The section should be accessible. 

Spacing of Verticals 

The number of sections into which the stream should be subdivided 
depends largely upon the character of the cross section. If the 
channel is straight, smooth, and uniform for some distance above and 
below the metering section so that the velocity variations are uniform, 
perhaps no more than ten sections are necessary, except for very wide 
streams. Normally, however, there should be more. At two adjacent 
verticals, neither the depth nor the velocity should differ excessively, 
since the method of computing the discharge is only approximate. 
The mean velocity in the section is really not the same as the average 
of the velocities in the verticals at the ends of the section. If the two 
depths were the same, the velocities could differ, or, if the two velocities 
were the same, the depths could differ without causing an error. But, 
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for example, if one depth is 1 ft, the mean velocity is 1 ft per sec, the 
other depth is 6 ft, and the corresponding velocity is 5 ft per sec, the 
mean velocity for the section is not 3 ft per sec, because the same 
weight should not be given to the velocity occurring at the l«ft depth 
as to that at the 6-ft depth. If the velocity varies as a straight line 
between these two verticals, true mean velocity occurs at the center 
of gravity of the section. At the vertical through that point the 
mean velocity is 3.44 ft per sec instead of 3 ft per sec, an error of 
about 15 per cent. If an intermediate vertical is taken where the 
depth is 3 ft, and the mean velocity is 3 ft per sec, this error would 
be reduced to about 4 per cent. Errors of this kind are nearly always 
cumulative for the reason that almost invariably the higher velocity 
occurs at the same vertical with the greater depth. Because of this 
effect, the computed discharge is too low. 

Effect of Swaying of Meter 

Especially if the meter is suspended on a cable from a point that 
is some distance above the water surface there is a tendency for it 
to be carried not only downstream but also back and forth across the 
current. All meters are affected by such motion, although in a dif- 
ferent manner; differential meters are speeded up by the full amount 
of the movement, whereas direct-acting meters are retarded to a 
certain extent. This lateral motion can be prevented, if the stream 
is not too wide, by means of a light stay line fastened to the meter 
cable near the water surface and held taut from each bank. Even 
when a meter is supported on a rod, swift water often causes a short 
but rapid vibration that affects the velocity observations. The 
proper solution of difficulties of this sort can usually be best deter- 
mined by the observer in the field, as the problein varies considerably 
with the conditions attending each case. / 

Effect of Angle of Current / / 

The discharge of a stream is the product of the area of cross section 
and the velocity component normal to that section. Seldom is the 
direction of the current normal to the cross section, especially at 
bridges. A meter suspended from a cable swings into line with the 
current, and therefore any velocity so measured should be multiplied 
by the cosine of the deflection angle in order to get the velocity 
component normal to the cross section. Where this angle is no more 
than 8 degrees the correej^ion is less than 1 per cent and may ordinarily 
be ignored. For great angles, however, it should be measured and 
correction made. If no protractor is at hand, the angle can be meas- 
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ured by holding the notebook parallel with the metering section and, 
with a ruler or straightedge lined up with the direction of the current, 
drawing a line whose angle with the normal is later measured with a 
protractor. 

Effect of Turbulence 

On page 370 it has been explained that in the usual rating of current 
meters, the meter is drawn at known velocities through still water. 
The effect is the same as though the meter were held still and the 
water moved past it — but with streamline motion. All meters are 
affected in one way or another by turbulence. Differential meters 
overregister in turbulent water by an amount that depends upon the 
degree of turbulence. Direct-acting meters underregister. An investi- 
gation by Yarnell and Nagler^^ indicates that for both kinds of meters 
the percentage of error increases quite rapidly with the degree of 
turbulence and is roughly the same for each type. Their tests, how- 
ever, were all conducted wdth the meter suspended on a rod, and it is 
known that a meter behaves differently for different types of support. 
By far the greater number of the gagings of natural streams are made 
with meters suspended on cables rather than on rods. 

Groat^^ found that differential meters overregister from three to 
six times as much as direct-acting meters underregister. In view of 
the difference in the results obtained in these two investigations, it 
seems that further study should be given to this subject. From the 
information available at present, it appears that for streams that are 
only slightly turbulent a measurement made by either type of meter 
should give satisfactory results. In gaging very turbulent streams, 
however, if a high degree of accuracy is desired, neither type of meter 
used alone should be trusted. Either duplicate gagings should be made 
using both types of meters simultaneously, taking perhaps the average 
of the results obtained by the two as being correct, or some other 
method of measurement should be used. 

Measurements under Ice Cover 

When a stream freezes over, the wetted perimeter is increased by 
the width of the stream. The hydraulic radius and, therefore, the 
velocity and discharge are correspondingly reduced for any given 
stage. Because of the friction with the ice cover, the velocity of the 

David L. Yarnell and Floyd A. Nagler, “Effect of Turbulence on the Regis- 
tration of Current Meters,” Tram. A.S.C.E., 1931, vol. 95, pp. 756-860. 

12 B. F. Groat, “Characteristics of Cup and Screw Current Meters,” Tram. 
AAC.E., 1913, vol. 76, pp. 819-870. 
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water near the ice is retarded and the location of the thread of maxi- 
mum velocity is lowered. Despite this redistribution of velocities 
in the vertical, however, it has been found that the average of the 
measurements made at two tenths and at eight tenths of the depth 
gives the mean in the vertical accurately enough for practical purposes. 
The technique of gaging is changed slightly, however. 

Holes are cut in the ice preparatory to making measurements at 
the same points in the cross section as those used during open-water 
conditions. The total depth of the water is then measured. The 
distance from the water surface to the bottom of the ice is measured 
at each hole and deducted from the total depth. Both these measure- 
ments are recorded in the notes. Two tenths and eight tenths of the 
difference are computed, and to these values is added the distance 
from the water surface to the bottom of the ice. After placing the 
center of the wheel on the water surface, these distances are measured 
off on the cable, the meter is lowered, and the observations made. 
Where the depth under the ice is less than five times the distance 
from the bottom of the weight to the center of the meter wheel, a 
single measurement should be made at mid-depth below the ice cover, 
and a coefficient of about 0.85 should be applied to this result to obtain 
the mean velocity in the vertical. A number of vertical velocity 
curves should always be derived to check whatever short-cut method 
is used. 

Effect of Rising or Falling Stage upon the Discharge Curve 

During a rising stage of river the velocity and discharge are greater 
than they are for the same stage when the discharge is constant. 
Likewise, during a falling stage the discharge is less for any given 
gage height than it is when the flow is steady. Therefore, when 
plotted, the results of discharge measurements made during rising or 
falling stages do not fall on the true discharge curve but fall to the 
right or left thereof, respectively. The amount of departure from 
the true curve does not depend upon the total rise or fall during the 
measurement but only upon the rate at which that change occurred. 
It is, therefore, important that whenever discharge measurements are 
made for the purpose of determining or of checking the discharge 
curve, the gage height and time should be recorded at the beginning 
and at the end of the gaging in order that the rate of change may be 
computed. Figure 132 shows the discharge curve for the Ohio River 
at Wheeling, West Virginia. On this curve are also shown the results 
of measurenients made during the flood of March 1905 and the rates 
of rise and fall expressed in feet per hour. 
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The engineers of the U. S. Geological Survey have developed several 
methods of correcting discharge measurements and gage heights ob- 
tained during changing stages. Most of these methods depend upon 
the relationship between discharge and slope. The simplest method 
of making these corrections is to derive curves of relation between 
percentage of correction in discharge and rate of change in stage. 
The results are expressed in any convenient units such as feet per hour 
or feet per day. Such curves can be obtained after a number of dis- 
charge measurements have been made during both rising and falling 
stages and also at constant stage. A smooth discharge curve is then 
drawn in, passing through or near those points that were obtained at 
constant stage, to the left of those points obtained at a rising stage, 
and to the right of those for which the stage was falling. Then for 
each measurement during a changing stage the percentage is com- 
puted by which the discharge obtained from the curve has to be 
changed to make it agree with the measured discharge for the same 
gage height. These percentages are plotted against the respective 
rates of change in stage as shown in Fig. 132. A relationship is found 
during a rising stage different from that of a falling stage. Usually 
this relation is expressed as a straight line or a very flat curve. 

With such a set of curves available for any gaging station, one can 
determine the rate of rise and fall during periods of sudden change. 
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read off the percentages of correction, and apply these corrections to 
the discharge obtained from the rating table. 

The Effect of Ice on the Stage-Discharge Relation 

Three different kinds of ice occur in natural rivers: surface ice, 
anchor ice, and slush ice or frazil. Everyone is familiar with surface 
ice or sheet ice that forms on the surface of still or slowly moving 
water when its temperature falls below 32° F. Anchor ice in the form 
of long, slender needles freezes on the surface of rocks in the beds of 
rivers and on steel bars, beams, and other similar objects beneath the 
water surface. It forms usually at night and only in very cold weather. 
If even for only a few minutes during the day the rays of the sun 
strike objects on which anchor ice has formed, the temperature of 
those objects is raised enough to cause the ice to release its grip and 
rise to the surface. Frazil or slush ice occurs in the form of scales or 
flakes and gives the water a muddy appearance when it occurs in 
quantity. It usually forms at rapids, on clear nights when the air 
temperature is well below zero. At such times enough cold air be- 
comes mixed with the water to reduce its temperature the small 
fraction of a degree below freezing that is required for the formation 
of ice. When this frazil ice comes in contact with steel, rocks, or the 
under side of surface ice, it is likely to catch hold and collect there, 
forming large masses. This ice is often very troublesome at power 
plants and at other intakes, since it collects on the trash racks and 
completely chokes off the water supply. 

Ice affects the stage-discharge relation in three different ways. 

1. Anchor ice may form on the control. If the control consists of 
rocks extending across the stream and anchor ice forms thereon, the 
gage height may be raised by approximately the thickness of the ice 
formation. Inasmuch as this thickness does not usually exceed a few 
inches and the ice leaves with the first sunshine, the errors in the dis- 
charge records resulting from this cause are not usually serious. 
Furthermore, if the station is equipped with a recording gage, the 
occurrence of anchor ice at the control is indicated by a gradual rise 
in the hydrograph during the extremely cold period and followed by 
a sudden drop when the ice goes out. If we eliminate this rise, the 
corrected gage readings can then be applied to the open-water dis- 
charge curve. 

2. Ice jams may form below the control, backing the water up, 
drowning out the control, and completely destroying the stage- 
discharge relation during their existence. These jams may result 
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from floating cakes of surface ice wedging between bridge piers or 
other constricted sections or at the upstream margin of unbroken ice 
cover. They may also result from frazil ice being carried under 
surface ice where it catches on the under side and collects in the form 
of huge masses, almost completely choking the channel and forcing 
the water to flow over the top of the surface ice. 

3. Surface ice may form at the control, entirely changing the rela- 
tion between gage height and discharge. The magnitude of this change 
varies, however, throughout the period that the control remains frozen 
over. It appears to be roughly proportional to the cumulative below- 
freezing air-temperature deficiency beginning with the initial ice 
formation. 

Obtaining Discharge Records with Controi Frozen Over 

Perhaps the best procedure for obtaining discharge records at sta- 
tions where the control freezes over is as follows: (1) Make discharge 
measurements at the regular metering section at frequent intervals — 
the necessary frequency is learned only from experience (2) Deter- 
mine from the open-water-rating curve or table the gage height at 
which the measured discharge occurs during open water, and find the 
amount of backwater by deducting this gage height from the gage 
height existing at the time of the measurement (3) Plot these amounts 
of backwater as gage- height corrections with the time scale as abscissas 
(4) Now compute the cumulative temperature deficiency below freez- 
ing, starting with the date of the initial freezing over, and plot these 
values to the same time scale and on the same drawing with the gage- 
height corrections (5) Draw a gage-height-correction graph through 
the points obtained from the discharge measurements and as nearly 
as possible parallel to the mass-temperature-deficiency curve (6) 
From the recorded gage heights subtract the corrections, day by day, 
as obtained from this correction graph and apply these corrected 
readings to the open-water-rating curve or table, to obtain the daily 
discharges. 

As long as the control section remains free from ice and no ice jams 
form downstream to drown out the control, the open-water stage- 
discharge relationship is not appreciably affected by the formation 
of ice anywhere upstream from the control; under those conditions 
the only effect on the gage is the result of the increased friction 
with the ice cover between the gage section and the control, and this 
friction is usually negligible. As soon as the control section freezes 
over, however, the foregoing statement no longer holds true, for then 
the constricted section at the control is entirely changed, and as a 
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result the stage-discharge relation at the gage may be radically 
altered. 

Obtaining Records on Stream with Shifting Controi 

Only in exceptional cases is it definitely known at the time a gaging 
station is established that the control is going to be really permanent; 
nearly always the determination of the degree of permanency should 
claim first attention. At first, discharge measurements should be made 
at as many different stages as possible, but after a lapse of some time 
they should be repeated in order to determine whether the stage- 
discharge relation has remained constant in the interim. Especially 
should measurements be repeated after periods of high water, for it is 
usually during such times that the most pronounced changes in the 
control occur. 

After a number of measurements have been made at different stages, 
the discharge curve should be drawn. The location of each of the 
observed points with respect to the curve should then be studied in 
detail to determine whether or not the stage-discharge relationship 
has been changing. These points should be studied in chronological 
order and consideration given to the effect of either the constancy or 
the rate of change of the stage at the time each measurement wa& 
made. If a measurement made during a rising stage falls on or tq 
the left of the curve, or a point obtained during a falling stage plots, 
on or to the right of the curve, or a point obtained during a constant 
stage plots on either side, then either such measurements are in error, 
the curve is wrongly drawn in the first place, or the control has 
changed. Even though no evidence is found of such a change after 
several years of records, vigilance should be relaxed only by degrees. 
Instances have been known in which a control showed no signs of 
change for a period of five years and then changed quite radically in 
a short time. 

If the control is found to be changing, the next step is to find the 
rapidity with which it changes, because the best method of obtaining 
records under such conditions depends upon that rate. When such 
changes occur slowly or only at infrequent intervals during time of 
flood, the simplest method of getting daily-discharge records is to 
apply the daily gage heights to the prevailing discharge curve until 
the discharge measurements indicate sufficient change in the stage- 
discharge relation to require a new curve. Enough measurements are 
then made to properly define the new location of the discharge curve 
that is then used until gagings indicate another change in the control. 
The gaging station on Fall Creek at Ithaca, New York, is one of this 
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type. On an average of about once each year the control changes 
enough to require a new rating curve. 

At many stations, especially on streams in the plains of the Middle 
West, the control is almost constantly changing. The Stout method 
of obtaining daily-discharge records is perhaps the most commonly 
used in such cases. Its use is illustrated by an example. 

Table 33, column 2, shows for a given month the recorded daily 
gage heights. In column 3 are the results of the discharge measure- 

TABLE 33 


Recorded 


Date 

(1) 

Gage 

Height 

(2) 

Discharge 

(3) 

Cage-Height 

Correction 

(4) 

Corrected 
Gage Height 
(5) 

Q 

(6) 

June 1 

7.62 

9470 

-0.03 

7.59 

9470 

2 

7.58 


- .09 

7.49 

9240 

3 

7.50 


- .16 

7.34 

8920 

4 

7.36 


- .21 

7.15 

8520 

5 

7.11 


- .25 

6.86 

7930 

6 

6.80 


- .29 

6.51 

7250 

7 

6.45 


- .32 

6.13 

6530 

8 

6.04 

5760 

- .34 

5.70 

5760 

9 

5.40 


- .33 

5.07 

4780 

10 

4.75 


- .31 

4.44 

3800 

11 

4.21 

3110 

- .28 

3.93 

3110 

12 

3.77 


- .20 

3.57 

2650 

13 

3.48 


- .09 

3.39 

2440 

14 

3.66 


+ .15 

3.81 

2950 

15 

3.97 


+ .33 

4.30 

3590 

16 

4.39 

4290 

H- .39 

4.78 

4290 

17 

5.01 


+ .34 

5.35 

5180 

18 

4.83 


+ .21 

5.04 

4690 

19 

4.52 


+ .14 

4.66 

4110 

20 

4.07 


-h .09 

4.16 

3400 

21 

3.65 

2810 

-h .06 

3.71 

2810 

22 

3.34 


-f .05 

3.39 

2440 

23 

3.12 


+ .04 

3.16 

2170 

24 

2.93 


+ .03 

2.96 

1960 

25 

2.77 


+ .04 

2.81 

1800 

26 

2.63 


+ .05 

2.68 

1670 

27 

2.51 


-f .06 

2.57 

1560 

28 

2.60 

1660 

+ .07 

2.67 

1660 

29 

2.66 


+ .09 

2.75 

1740 

30 

2.62 


+ .12 

2.74 

1730 
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ments that were made during this period. Figure 133 shows the dis- 
charge curve as determined from these measurements. The exact 
manner in which this curve is drawn is not of vital importance. In 
column 4 are shown in bold-faced type the corrections that must be 
applied to the gage readings taken at the time of the discharge meas- 
urements, in order that the discharge values as obtained from the curve 
may be the same as the measured discharges. These values are plotted 
in Fig. 133, and the gage-height correction curve is drawn through 
these points. For the intervening days between measurements the 
gage-height corrections shown in column 4 are obtained from this 
gage-height correction curve. These corrections applied to the 
recorded gage heights shown in column 2 give the corrected gage 
heights in column 5, which are then applied to the discharge curve 
shown in Fig. 133 to obtain the daily discharges shown in column 6. 

Discharge measurements are taken during subsequent months at 
intervals whose necessary frequency at each different gaging station 
can be determined only by experience. The same discharge curve as 
shown in the figure can be used for subsequent periods, as long as the 
measured discharges continue to fall on both sides of the curve. 
If, however, it becomes apparent that another curve fits the points 
better than the original curve, such a curve should be drawn in and 
used. 



133 . 
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Plotting and Extending the Stage-Discharge Curve 

After a number of discharge measurements have been made at 
a station, the results should be plotted on ordinary cross-section paper 
as shown in Fig. 122. It is customary to plot discharges as abscissas 
and gage heights as ordinates. Ordinarily difficulty is encountered in 
drawing in a complete and satisfactory discharge curve with the first 
set of measurements for several reasons. In all probability most of 
the gagings are made within a rather limited range at or somewhere 
near the average stage of the river. The curve usually has its greatest 
curvature in the low stages where there may be no measurements. It 
is necessary, therefore, to extend the curve downward for the low 
stages and upward for the flood stages. 

By breaking the discharge measurements into their two component 
parts and plotting the mean velocity and area curves therefrom on 
the same drawing and to the same gage-height scale as that of the 
discharge curve, it is often i)ossiblc to discover errors in the measure- 
ments. In order that this may be done, however, it is essential that 
the water surface at the metering section and at the gage fluctuate in 
similar amounts and also that the cross section at the metering section 
be almost permanent. If these conditions prevail, the mean velocity 
curve normally is found to be concave upward, and the area curve is 
concave downward. If there is ponded water at the section at the 
stage of zero discharge, the mean velocity curve reverses and is concave 
downward in the low stages. The data from which the area curve 
is drawn can be determined accurately by means of level and rod for 
all stages. It is then a matter of extending the velocity curve only. 
According to the Manning formula the velocity in the stream is 


V = 


1.486 


n 




(3) 


Oftentimes s^/n becomes almost constant for the higher stages after 
all the rapids have become drowned out, and this formula may then 
be written 

V = Kr^ 


With the cross section and area known for all stages, the hydraulic 
radius can also be found for all stages. By taking various values of 
V from the known portion of the mean velocity curve and the cor- 
responding values of r, values of K can be computed for the range 
in stage for which the mean velocity curve is known. By plotting 
these values of K against gage height, we obtain a curve that should 
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approach a vertical line as an asymptote in the higher stages. By 
extending this line, we should obtain values of K quite accurately, 
which when combined with their respective values of and A give 
values of discharge that may be used for extending the discharge curve 
for all higher stages. 

Stevens Method of Extension* Stevens^^ has devised a procedure 
that is commonly known as the Ay/D method, which is a variation 
of the one described previously. For streams that are relatively wide 
and shallow, the mean depth, D (which is found by dividing the cross- 
sectional area, Ay by the width of stream measured at the water surface), 
does not differ greatly from the hydraulic radius, r, which is A divided 
by the wetted perimeter. Therefore by substituting D for r, we may 
write the Chezy formula for flow in open channels in the form, Q = 
CVIxaVD. When, in the higher stages, CVs becomes constant, 
values of Q plotted against Ay/D form a straight line. Both A and D 
are functions of gage height and values of Ay/D may be obtained for 
all stages of the river and plotted against gage height as shown in 
Fig. 134. By plotting the measured discharges against the correspond- 
ing values of Ay/D as obtained from this curve, we may obtain a 
straight line provided that C V s is a constant for this range of s^ge. 


Discharge In cu ft/sec 



n«. 134. Discharge curve for Huron River near Whitmore Lake, Mich. 
Extended by the Ay/3 m^hod. 

C. Stevens, ‘‘A Method of Estimating Stream Discharge from a Limited 
Number of Gagings,’’ New^, July 18, 1907. 
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Even if it is not a straight line for the entire range, it will probably 
be a flat curve approaching a straight line in the higher stages. By 
extending this curve upward the discharge can be found for the value 
of A^s/D corresponding to any desired gage height, as illustrated in 
Fig. 134. It may be found sometimes that instead of using 3^ as the 
exponent of Z), some other value such as % may produce better results. 

LogaHthmU Method of Extension. If the cross section of a stream 
at the site of the gage is, or even approximates, a uniform section 
to which can be roughly fitted either a segment of a circle, or of a 
parabola, or a rectangle or trapezoid, then the logarithmic method 
can be used advantageously. The relation between discharge and 
gage height can be expressed by the equation 

Q = C(G - a)- (4) 

in which Q is the discharge in cubic feet per second, G is the gage 
height in feet, a is the gage height corresponding to zero discharge, 
and C and n are constants for any station. Equation 4 may be written 
in the logarithmic form, 

log Q = n log (G — a) + log C (5) 

which is the equation of a straight line whose slope is expressed by n 
and whose intercept on the discharge axis is equal to log C. 

Ordinarily the gage height corresponding to zero discharge is 
unknown and must be determined, for if log Q is plotted against log G 
for any value of a other than zero, a curve is obtained that possesses 
no advantage in extension over that obtained by ordinary plotting. 
There are two methods of determining the value of a without making a 
field investigation. 

The simpler and more direct of these two was first suggested by 
the late Dr. T. R. Running, Professor of Mathematics at the University 
of Michigan, and is illustrated in Fig. 122, In the application of this 
method three values of discharge are selected from the known portion 
of the curve, one value near the upper end of the segment, another 
near the lower end, with the intermediate value so chosen that the 
three form a geometric series. In Fig. 122 these values are repre- 
sented by a, b, and c, having values respectively of 50, 150, and 450. 
Through a and b vertical lines are drawn, and through b and c hori- 
zontal lineo are drawn intersecting the verticals at d and e. Through 
d and e a line is drawn that intersects a line through a and b at /, 
the latter point being at the elevation of the gage height corresponding 
to zero discharge. This method is based upon the assumption that 
the lower portion of the discharge curve including the points a, b, and c 
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is a parabola. In most cases the curve approaches a parabola near 
enough to give reasonably accurate results. 

The gage height of zero discharge may also be determined by 
trying various values of a, until values of log Q plotted against values 
of log (G — a) form a straight line. Instead of plotting logarithms of 
the values on coordinate paper, it is more convenient to plot actual 
values on logarithmically ruled paper. Although the actual measured 
values of Q and gage height may be used in this plotting, better 
results are usually obtained by selecting a number of points from 
the measured range of the discharge curve that seem to represent the 
average trend of these values. A series of such values taken in this 
manner from the discharge curve shown in Fig. 122 are plotted for a 



Pig. 13S. Discharge curve for Huron River near Whitmore Lake, Mich. 
Extended by the logarithmic method. 


number of assumed values of a in Fig. 135. It is seen that for a equal 
to 1 ft the curve is concave upward, whereas for a equal to 2 ft it is 
concave downward, thus indicating that the value of a lies between 
one and two. In the example shown, a value of 1.4 results in a straight 
line which can be extended to higher stages. From this line values of 
Q may be read directly, or the values of C and n, the constants in 
equations 4 and 6, may be determined and the higher values of Q 
obtained algebraically. '^<7 is the value of Q at the point on the straight 
line where (G — a) is equal to one, and n is the tangent of the angle 
that the line makes with the (G — a) axis. 
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Slope Stations 

Occasionally it is necessary to establish a gaging station in a loca- 
tion that is affected by backwater. Examples are locatiohs above 
dams where flow is controlled by various gates, or above the con- 
fluence of two rivers. Under such conditions the slope of the energy 
gradient no longer remains nearly constant, but it may differ greatly 
even for the same stage. Thus it is no longer possible to obtain a 
single stage-discharge relationship, but the third variable, slope, must 
be considered. 

The slope is obtained by using two gages some distance apart. If 
the gages are placed at the same datum, a measure of the fall in the 
energy gradient may be obtained by adding the corresponding V^/2g 
to each gage reading and then subtracting one energy gradient elevation 
from the other. Often the two values of V'^/2g are so nearly alike 
that the fall becomes equal to the difference in the two gage readings. 

Several techniques employed by the U. S. Geological Survey for 
utilizing records from slope-gaging stations are described in U. S. 
Geological Survey Water-Supply Paper 888. An example of one of 
these procedures, the ^^constant falP^ method, is given here. In col- 
umns 1, 2, and 3, Table 34, are shown a number of values of measured 
discharge, Qmy fall, and gage height. Values of Q,n are plotted against 
gage height, usually for the upper gage as before, but with each point 


TABLE 34 


1 

2 

3 

4 

5 

Qm, 

Fall, 

Gage Height, 

Qcf 

Qm 

cfs 

ft 

ft 

cfs 

Qc 

20,300 

1.07 

8.60 

19,300 

1.050 

18,500 

0.96 

8.65 

19,400 

0.953 

23,500 

1.06 

9.35 

22,900 

1.025 

16,500 

0.51 

9.40 

23,100 

0.714 

20,000 

0.60 

9.90 

25,400 

0.787 

25,000 

0.78 

10.70 

29,000 

0.862 

32,500 

0.78 

12.30 

36,800 

0.883 

35,800 

0.78 

13.05 

40,900 

0.875 

36,500 

0.81 

13.10 

41,000 

0.890 

54,500 

0.94 

16.15 

57,000 

0.955 

57,000 

0.99 

16.55 

59,300 

0.961 

69,000 

1.00 

18.25 

69,200 

0.997 

75,000 

1.02 

19.20 

76,000 

0.987 

78,500 

1.02 

19.20 

76,000 

1.035 
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the value of fall is noted as shown in Fig. 136. It may be seen that 
these points are well scattered. However, some order may be noted 
among those points having similar values of fall. Therefore, some 
particular value of fall is arbitrarily selected for which to draw a 
discharge curve. This value is called a ^^constant fair^ discharge curve 
and is illustrated by curve 1, Fig. 136, which is drawn for a fall of 
1 ft. It is noted that points having a fall greater than 1 ft are to the 
right of the curve whereas those having a fall less than 1 ft are to 
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Fig* 138. Relation of stage to discharge and of discharge ratio to fall for 
Tennessee River at Chattanooga, Tenn. Data were taken from Plate 9, 
U. Oeological Survey Water Supply Paper 888. 
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the left. For any gage height the corresponding discharge measured 
from the ^^constant fall” curve is called the ^^constant fall discharge” 
and is designated as Qc. The next step is to determine Qc from the 
curve for the gage height corresponding to each plotted point. These 
values are shown in Table 34, column 4. 

Values of Qm/Qr are then computed (column 5) and plotted against 
corresponding values of fall as shown by curve 2, Fig. 136. Usually 
it is desirable to check on the adequacy of curves 1 and 2 before 
proceeding to use them for determining discharge. This check is 
accomplished by converting each value of to Qc by dividing it by 
the value of Qm/Qc taken from curve 2. When plotted, these values 
of Q should fall on or near the “constant fall” curve. If they do not 
appear satisfactory, a second curve should be drawn and the process 
repeated. These curves are used to convert recorded values of gage 
height and fall to discharge in the following manner. The value of Qc 
for the recorded gage height is read from curve 1. For the correspond- 
ing measured fall, the value of Qm/Qc is read from curve 2. The 
product of Qc and Qm/Qc is the discharge corresponding to that pair 
of gage readings. 

The Measurement of Peek Flood Flows 

The determination of the maximum discharge occurring during 
flood periods often introduces special difficulties even on streams where 
gaging stations are already established. 

There are many reasons why few current meter measurements are 
made at or near the time of peak flow. Often the U. S. Geological 
Survey and the various engineering organizations that normally do 
such work are otherwise occupied at the time and sometimes it is 
impossible for them to make measurements at all the locations on 
the various flooding streams within the relatively short duration of the 
flood. Transportation difficulties may make it impossible to reach 
the various metering sections, and sometimes it is impossible to operate 
a current meter during flood periods because of floating debris or 
bridge washouts. 

If the maximum gage height is determined at an established gaging 
station, a good estimate of the discharge may be obtained by extending 
the rating curve to this gage height. Various methods of extending such 
curves were described on pages 391-393. If there is no gaging station, 
the discharge may be obtained at a constriction^* in a river by apply- 
ing the basic energy equations along with estimated energy losses in 

E. Kindsvater, R. W. Carter, and H. J. Tracy, “Computation of Peak 
Discharge at Contractions,” U. S. Geol. Survey Circular 284, 1953. 
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a manner similar to the one described on page 356. Good approxi- 
mations of discharge over embankments, over low dams, and through 
culverts can be made on the basis of experimental work on similar 
structures. At falls it is often possible to apply critical-depth formulas 
to obtain the discharge. It is always necessary to know at least one 
water-surface elevation. In the absence of a gage, water-surface 
elevations must be obtained from high-water marks. In the event 
that such marks do not exist near the location in which they would 
be used, it may be possible to utilize one some distance upstream or 
downstream by developing the water-surface profiles to the desired 
point. This procedure may also be used to tie old high-water marks 
in with newly established gaging stations. 

The ^^slope-area method” is often used to estimate peak discharges 
where no gaging station exists. This method is based on an open- 
channel formula for determining the velocity of flow that in combina- 
tion with the measured areas gives the discharge. The first step in 
applying this method is to select a reach of river having a relatively 
uniform channel and clearly defined high-water marks. The length 
of the reach, the difference in elevations of the high-water marks at 
the ends of the reach, and the cross-sectional area at each end are 
measured. The average hydraulic radius is determined from the areas. 
If an assumed value of kinetic energy is added to the elevation of the 
water surface at each end of the reach, the difference between these 
values, divided by the length of the reach, gives the average slope of 
the energy gradient. A value of roughness coefficient is then deter- 
mined and the velocity and discharge computed by means of an open- 
channel formula such as the Manning formula. It is recommended 
that a number of careful measurements of s, r, and v be made for this 
reach of river at different discharges to permit the determination of 
values of n in the Manning formula. These values may then be plotted 
against water-surface elevations. An extension of this curve to the 
elevation during the flood may be expected to give a reasonably accu- 
rate value of the coefficient. This answer is only a first trial, since it 
is necessary to check the values of kinetic energy previously assumed. 
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